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R  E 


always  at  hand . . 


M&B 

JTISEPTIC 
CREAM 


PROMETHAZINE  II  YDROCIILOR1 HE 
FOR  FIRST-AID  TREATMENT 
OF  BURNS 

( Retail  price  3s  6d.) 


PROPAMIDINE  CUE  AM 
FOR  ALL  MINOR  INJURIES 

( Retail  price  2s  Od. ) 


MEPYRAMIXE  MA1EATE 
FOR   SKIN    IRRITATIONS    DUE  TO 
ALLERGY  OR  SENSITIZATION  AND 
INSECT  BITES  AND  STINGS 
(  Retail  price  3s  Od. ) 


PISTRIBUTORS:       PHARMACEUTICAL       SPECIALITIES      (MAY      &       BAKER)  LTD 


MAY  &  BAKER  LTD  •  DAGKNHAVl 


M&B  brand  Medical  Products 
DAGENHAM 
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Right  at  the  top 

i 


STRYCHNINE 


For  more  years  than  we  care  to 
remember,  Smith  have  processed 
Nux  Vomica.  If  you  buy  Strychnine 
for  medical  preparations,  or  as  a 
poison  for  vermin,  may  we  quote 
you  ?  A  number  of  our  customers 
already  buy  on  contract  terms.  As 
prime  suppliers  of  Strychnine,  Smith 
are  also  able  to  offer  quantities  of 
Brucine  for  denaturing  purposes. 


This  appropriate  design  on  the  Observatory,  Maidstone, 
features  the  sun,  the  moon  and  the  stars,  the  sun's  rays 
forming  the  pointer. 
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Competitive  quotations 
on  request 

for  Adrenaline,  Atropine,  Benzamine  Salts, 
Bismuth  Salts,  Carbachol,  Emetine  and 
E.B.I.,  Ergometrine,  Hyoscine,  Hyoscyamine, 
Ouabain,  Physostigmine,  Pilocarpine, 
Strophanthin-K,  Sulphaguanidine,  and  many 
other  alkaloids  and  glycosides 


BURROUGHS    WELLCOME    &  CO. 

(The  Wellcome  Foundation  Ltd.) 

The  Wellcome  Building,  Euston  Road,  London,  N.W.I 


B.W.&CO 

Fine 

Chemicals 


A 
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trifS 


Certificate  of  control 
TEST-LI  MITS/7oV^ 


Ash  .  . 
Iron  . 
Copper 
Lead  . 
Arsenic 
Glucose 


not  mope^tha'nw  tu20% 

than  10  p. p.m. 
not  mon:  than  10  p. p.m. 
not  more  than  5  p. p.m. 
not  mpre  than    2  p. p.m. 

absent 


Specific  rotation  (a)=  l38-5±  1.0  (C=I0) 


For  a  sample  offer,  please  apply  to  TRIFAX  N.V.,  Binnenkant  28,  AMSTERDAM  (Holland) 
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MOTHAK 

BONUS  OFFER 

ends  on  APRIL  1st 


MOTHAKS   

l/-d 

MOTHAK  FLY  SPRAY  - 

3/9d 

★ 

MOTHAK  FLY  SPRAY  - 

6/3d 

Super  Economy  Size 

★ 

MOTHAK  MOTH  PROOFER 

3/9d 

MOTHAK  POWDER 

l/4d 

PARADOR  AIR  FRESHENER  - 

1  3d 

PARADOR  Aerosol 

3/9d 

PARADOR  Concentrated  FLORAL 

Disinfectant  - 

2/6d 

FLUSH  Automatic  W.C.  Deodoriser 

l/9d 

BINZAIR  Dustbin  Deodoriser  - 

l/9d 

★  NEW  PRODUCTS 

EXTRA 

DISCOUNTS 

on  all 
PRODUCTS 


AEROSOL  PRICES  NOW  ONLY  3'9 

You  can't  beat  this  for  value! 
Bigger  profits  for  YOU  and  top  quality 
products  at  lowest  prices  for  your  customers. 

Lowest  Prices . . .  Highest  Profits 

THOMPSON  &  CAPPER  LIMITED    :    LIVERPOOL  24 
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JT  INSTANT 


*  NATIONALLY  ADVERTISED 

★  ATTRACTIVELY  PACKED 
in  AEROSOLS 

★  WANTED  by  every  woman  in 
the  country  who  uses  nail  varnish, 
and 

*  PRICED  to  give  you  a  50%  profit 
margin  


LTD.  12  PH 


INSTANT  NAIL  DRY  is  an  absolute  MUST  for  your 
counter ! 

INSTANT  NAIL  DRY  dries  nail  enamel  in  seconds. 
It  protects  the  varnish  and  doubles  its  life,  prevents  chip- 
ping and  flaking,  enriches  the  cuticles  and  gives  lasting 
lustre  and  health  to  the  nails. 

INSTANT  NAIL  DRY  is  quick  and  easy— a  touch  of  the 
Aerosol  button  is  all  that  is  needed. 

INSTANT  NAIL  DRY  is  available  NOW,  in  Handy 
Aerosol  packs,  costing  only  6/3,  plus  3/i|d  P.T.,  to  retail 
at  i2/6d.  Order  NOW — to  reap  maximum  benefit  from  new 
national  advertising — direct  from 

I LLIMORE  TERRACE,  W.  8.  Tel:  WEStern  6534 


BURROUGHS 

ABSOLUTE  ALCOHOL 

JAMES  BUR  ROUGH  LTD.  1  CUE  DISTILLERY  LONDON  lE.1t 


Now 

coughs  abound 

SUGGEST  BESORBON  There's  nothing 
like  pure  safe  Besorbon  to  clear  up 
obstinate  colds  and  catarrh. 

NO  TOBACCO  Besorbon  is  a  purely 
medicinal  snuff.  It  is  packed  in  handy 
hygienic  tins.  Each  contains  the  full 
instructions. 

FREE  COUNTER  UNIT   Stock  Besor 
bon  by  the  dozen  and  obtain  the  attrac- 
tive impulse  selling  counter  unit  free. 
Display  it  prominently.  You'll  gain  more 
sales — more  business. 

It's  big  selling  for 

BESORBON 

REGD.  TRADE  MARB 

MEDICINAL  SNUFF 

Kemsales  Ltd.    •    Eastcheap    •    London,  E.C.3 


C Top-Selling  Rodenticides 

RODINE 

Rodine  Phosphorus.  Rodine  Red  Squill, 
Rodine  Warfarin  ( Ready-to-use  or  Concentrate), 
and  Special  Rodine  Mouse  Warfarin. 

THOMAS  HARLEY  LTD.,  RODINE  WORKS,  PERTH,  SCOTLAND  J 

Whitaker's 
for  Dyes 

"LUTON"  STRAW  HAT  DYES  and 
"AURORAL"  COLD  WATER  DYES 

are  nationally  advertised  and  are  regularly  requested. 
Attractive  Pattern  Cards  and  Showcards  supplied. 

Write  for  Price  List  giving  full  particulars  to : 

WHJTAKER  &  CO.  (KENDAL)  LTD.,  KENDAL. 
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INDEX   TO  ADVERTISERS 


Beatson,  Clark  &  Co..  Ltd   7 

Bengue  &  Co.,  Ltd   26 

British  Dyewood  Co.,  Ltd   38 

Brown,  N.  C,  Ltd   40 

Burrough,  James,  Ltd   4 

Burroughs  Wellcome  &  Co.  (Bulk  Chemicals)  ....  1 

Burroughs  Wellcome  &  Co.  (Saxine)   9 

Carnegies  of  Welwyn,  Ltd   21 

Cartwright,  W.  B.,  Ltd   5 

Ciba  Laboratories,  Ltd  Interleaved  Edit.,  28 

Cox,  Arthur  H.,  &  Co.,  Ltd   8 

Cupal,  Ltd   29 

Cuxson,  Gerrard  &  Co.,  Ltd   42 

Dabitoff  Co   39 

Dae  Health  Laboratories,  Ltd  Cover  iv 

Dales  Pharmaceuticals,  Ltd   46 

Daniel,  Richard,  &  Son,  Ltd   6 

Distillers  Co.  (Biochemicals),  Ltd   30 

F.A.I. R.  Laboratories,  Ltd   43 

Fletcher  &  Farlow,  Ltd   8 


Fryer  &  Co.  (Nelson),  Ltd   46 

Furman,  B.  N.,  Ltd.    44 

George,  Ernest  J.,  &  Co  Classified  Section 

Glass  Manufacturers'  Federation  .  .Interleaved  Edit.,  298 

Goya,  Ltd  36,  37 

Graesser  Salicylates,  Ltd   38 

Granose  Foods,  Ltd   46 

Greenwood  Laboratories,  Ltd   15 

Harley,  Thomas,  Ltd   4 

Hawker  &  Co   46 

Holloway,  E.  R.  (Sales),  Ltd   20 

Hon  Laboratories    8 

Jeyes  Sales,  Ltd.    13 

Johnson  &  Johnson  (G.B.),  Ltd   35 

Kellys,  John  (London),  Ltd   42 

Kemsales,  Ltd   4 

Konzentra  Hubert  Timm   46 

(continued  overleaf) 


SPECIAL  BONUS  OFFER! 

AEROSOLS 

/  2  for  the  price  of  1 1 

BONUS  OFFER  ON  ALL  ORDERS  FOR  2  DOZEN  AND  OVER- 
MAY  BE  ASSORTED— OFFER  EXPIRES  30th  APRIL- 
DIRECT  ORDERS  ONLY— CARRIAGE  PAID  £3  AND  OVER 


\r  


AEROSOL  I 

KILLS 


'  May  Breezes  "  (Air  Refresher) 
'  Insectox  "  (Fly  Spray) 
'  Lavender  "  (Moth  Proofer) 
'Lady  Gay"  Hair  Set  (Lanolised) 
'Casino"  Supertan  Spray  . 


Trade 
Price 

30/-  doz. 
31/3  doz. 
30/-  doz. 
34/-  doz. 
34/-  doz. 


IlllllllllIIIIIIIIIlllllll 

Bonus 
Price 

27/6  doz. 
28/8  doz. 
27/6  doz. 
31/2  doz. 
31/2  doz. 


Tax 


Retail  YOUR 
Price  PROFIT 


T.F. 


50% 


3/9 

3/11 

3/9 

5/9 

5/9 


1/51  each 
1/61  each 
1/51  each 
1/11  each 
1/11  each 


(All  6  ozs.  Tins) 


Order  NOW 

and  take  advantage  of 
this  'extra  profit'  offer 


W.  B.  CARTWRIGHT  LTD. 
RAWDON  LEEDS 


■ 
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Lasco,  Ltd   44 

Lederle  Laboratories  Division    31 

Lincoln  Chemicals,  Ltd  Interleaved  Edit.,  297 

Macdonald  &  Son,  Ltd  16,  17 

Marie  St.  George    4 

May  &  Baker,  Ltd  Front  Cover,  32,  33 

Medico-Biological  Laboratories,  Ltd   44 

Mysore,  Trade  Agent  for   42 

Ormerod  Engineers,  Ltd   40 

Orridge  &  Co  Classified  Section 

Pfizer,  Ltd.— C.  H.  Boehringer  Sohn   

Interleaved  Edit.,  27 

Pfizer,  Ltd.  (Tyzanol)    12 

Philips  Electrical  Appliances  Division   18,  19 

Q-Tips  (G.B.),  Ltd   25 

Reckitt  &  Sons,  Ltd   24 

Regna  Cash  Register  Co.,  Ltd   23 


Robinson  &  Sons,  Ltd.   26 

Roussel  Laboratories,  Ltd  Cover  iii 

Salter,  George,  &  Co.,  Ltd   47 

Societa  per  Azioni  Industrie  Agricole  Meridionali.  .  46 

Smith,  Kline  &  French  Laboratories,  Ltd   22 

Smith,  T.  &  H,  Ltd  Cover  ii 

Spree    1 1 

Stewart,  Goodall  &  Dunlop,  Ltd.   14 

Stratton  Sun  Glasses   34 

Suttley  &  Silverlock   Classified  Section 

Sutton,  W.,  &  Co   10 

Thompson  &  Capper,  Ltd   3 

Trifax,  N.V.   2 

Universal  Garden  Supplies,  Ltd   7 

Vitamins,  Ltd   38,  41 

Webster,  Isaac,  &  Sons.  Ltd   40 

Whitaker  &  Co.  (Kendal),  Ltd.    4 

Wood,  Bastow  &  Co.,  Ltd   45 

Zeal,  G.  H.,  Ltd  :  ,   14 


This 
is  the  Pack  for 
YOUR  dispensary 


f  Supplies  obtainable 
from  your  usual 
Wholesaler 


Manufactured  and  packed 
in  the  Laboratories  of 


Sample  box  gladly  sent  upon  request  from 

RICHARD  DANIEL  &  SON,  LTD. 

Mansfield  Rd..  Derby.  Tel.  4067!  (10  lines)  and  at 
Grosvenor  St..  Ashtom-u-lyne.  Tel.  5161  (9  lines) 
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The 

Beatson 
Medical 


Be  sure  to  specify  BE  A  TSOM 

AVAILABILITY— THE  BEATSON  MEDICAL 

Cork  Month— Ungraduated.    1,  2,  3,  4,  6,  8,  10,  12,  16,  20  oz. 
Graduated  Teaspoons.  2,  3,  4  oz. 
Graduated  Tablespoons.  4,  6,  8,  10,  12,  16  oz 
Parts.    6  oz.  in  6  parts. 
8  oz.  in  8  parts. 
12  oz.  in  12  parts. 

Screw  Neck— Ungraduated.    1,  2,  3,  4, 6,  8,  10,  12.  16,  20  oz. 
Graduated  Teaspoons.   4  oz. 
Graduated  Tablespoons.   6,  8,  10,  12,  16  oz. 

Screw  Neck— AMBER  now  available.   4,  8,  16  oz. 


'The  Sign  of  a 


tUN  MASK 

naisTHfD 


Good  Bottle" 


BEATSON,  CLARK  &  CO.,  LTD. 

GLASS  BOTTLE  MANUFACTURERS 
ROTHERHAM  Established  1751  YORKSHIRE 


BMI 


THE  BRITISH  DRUG  HOUSES  LTD 

and  Associated  Companies 

now  stock 
all 


SHELL: 

GARDEN  PRODUCTS 

including  Shell  Aldrin,  5%  DDT  Dust, 
Ant  Doom,  Shell  4%  Malathion  Dust, 
Shell  Derris  Dust,  Shell  Zineb 
in  the  handy 
PUFFIT  PACKS  and  BABY  PUFFITS 

together  with  a  large  and  powerful  range  of 
other  Shell  Garden  Products — 
Netelex,  Dieldrin,  Nitra-Shell  Garden  Fertiliser, 
Slug  Doom,  Universal  DNC  Winter  Wash, 
Shell  Tomato  Set, 
Liquilaand  Liquid  Derris 


UNIVERSAL   GARDEN    SUPPLIES    LTD.,  Cambridge 

Distributors  for  Shell  Garden  Products 
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a  COX  product 


CON*? 
AND  M| 


I 


ANA*-1 

.   . . 

'       ^€  IN  ENC 


»x^S  ^  AtV  wide  appeal 

POCKET  THROAT 


Non-irritant, 
bactericidal  and 
bacteriostatic — 
specially  formu- 
lated for  common 
infections  of  the 
mouth  and  throat. 


SPRAY 

Available  in  attractively  cartoned 
spray  bottles  at  the  following 
prices : 

I  dozen  25/6 

3  dozen  @  24/9  per  doz. 
12  dozen  @  24/-  per  doz. 


Exempt 
P.T., 


Retails  at  3/6  each 


send  for  sample 


ARTHUR  H.  COX  &  CO.  LTD., 
BRIGHTON,  ENGLAND 


THOVALINE 


for:— 
BEDSORES 


BEDSORES  can  be  prevented  by  applying 
THOVALINE  before  the  trouble  starts  but  if 
already  in  existence  will  help  greatly  in  healing. 


BURNS  — — — — 

BURNS  Unique  action.  THOVALINE  is  self  sterile 
it  eliminates  pain  and  is  a  rapid  healer. 


DERMATITIS  ■— 

URINE  DERMATITIS  Excellent  healing  properties 
where  rash  exists  and  will  prevent  such  trouble 
occurring  if  applied  beforehand.  Offensive  odour 
is  eliminated. 


Supplies  from  your  usual  wholesale  house  : 

IL0N  LABORATORIES 

LORNE  STREET    •    HAMILTON    •  LANARKSHIRE 

Tel:  HAMILTON  410 


Stock  up  with  .  .  . 

SYNFOAM 

Synfoam\  SUPER 

SPONGE 


SUPER 


HONEYCOMB  ■  ALL  PURPOSE 
FULLY  SYNTHETIC 


STANDARD  SIZE  Retail  Price  2/10 
LARGE  SIZE  Retail  Price  3/9 
GIANT  SIZE  Retail  Price  6/- 
USUAL  DISCOUNTS 

Each  Sponge  in  a  3-coloured  transparent  sleeve.  Each 
doz.  in  4-coloured  show  carton.  12  doz.  in  cardboard  box. 

Obtainable  from  YOUR  USUAL  WHOLESALER 

or  contact : — 

FLETCHER   &    FARLOW  LTD. 

Finsbury  Court,  Finsbury  Pavement, 
London,  E.C.2        •        Tel :  MONarch  6810 

"SYNFOAM  SUPER" 

SELLS  ON  SIGHT  ! 
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to  s//mm 


More  interest  in  slimming  this  year  means  more 
customers  for  'Saxin'  the  non-fattening  sweetener  — 
and  more,  good  profitable  trade  for  you. 

We're  speeding  up  'Saxin'  sales  by  some  really  forceful 
advertising,  in  i960.  Advertisements  are  already 
appearing  regularly  in  the  mammoth  circulation  daily 
newspapers  and  magazines.  During  the  summer 
months  there's  concentrated  T.V.  advertising  on  8  stations 
with  a  total  of  over  29,000,000  viewers.  m 

So  be  sure  you  have  good  stocks  of  'Saxin' 
tablets  and  solution — and  keep  'Saxin' 
always  prominently  displayed. 


BURROUGHS  WELLCOME  &  CO. 

(THE  WELLCOME  FOUNDATION  LTD.)  LONDON 


eps  of  I960 


B 
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Buy  your  Packed  Pharmaceuticals  on 

THE  HOUSE  OF  SUTTON 

3-POINT 

CONTRACT  TERMS 

1 1 .    We  offer  stable  prices. 

2.  Bonus  of  13  for  12. 

3,  Minimum  quantity  5  gross  assorted  over 
12  months  less  5%. 

For  each  additional  gross  above  the  min- 
imum up  to  20  gross,  an  additional  1% 
per  gross. 

(Cheque,  Credit  Note  or  Free  Goods.) 


It 


« 

t 
• 
t 
i 
t 
I 
1 
t 
1 
1 
I 
1 


1 
i 
1 


1 
1 
t 
% 


Packed  goods,  well  pre- 
sented give  you  prestige 
mi  build  up  extra  worth- 
while business. 


Our  Packed  Pharmaceu- 
ticals are  guaranteed  to 
conform  to  the  highest 
ethical  standards.  Let  us 
know  your  needs.  Why 
not  talk  it  over  with  our 
Representative?  It  can 
mean  extra,  profitable 


i 


cm 

0f% 

until 


PACKED 
GOODS 
DIVISION 


W.  SUTTON  &  Co. 

DRUGGISTS     SUNDRIES  LONDON 
LIMITED 


HORSESHOE  LANE,  ENFIELD,  MIDDLESEX.  Enfield  4747  (Private  Branch  Exchange)  Also  Albert  Road,  Newbury,  Berks.  Newbury  1461/2 
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"I'm  on  to  SPREE 
-new  fruit  squash 


in  a  sachet!" 


When  they  showed  Spree  to 
me  I  thought  'What  a  won- 
derful idea'.  Fruit  Squash 
that  extra  profit  line  —  but 
in  a  sachet.  Two  most 
popular  flavours  —  orange 
and  lemon.  Spree  has  ad- 
vantages over  bottled 
squash  the  length  of  my 
arm.  Saves  time,  space  and 
work.  Sells  straight  off  the 
counter!  Really  heavy  ad- 
vertising —  TV,  the  lot, 
behind  it.  The  kids  will  love 
it  at  4d.  a  go.  So  will  the 
adults !  My  tip  is  to  get  on 
to  Isleworth  1266  and  get 
going  with  Spree ! 


Pick  up  that  'Phone — and  'Phone ! 
Advertising  starts  March  20 


-  o  '  Sea'orf 


SPREE  FRUIT  SQUASH  IN  A  SACHET:  NEW  PRODUCT  OF  POULTON  &  NOEL  LTD. 
SELLING  AGENTS:  PEPSODENT  LTD.  ISLEWORTH.  MIDDLESEX.  ISLEWORTH  1266 

S2-7250 


WINTER.  .  . 

rain 
snow 


and 
the 

common 


cold . 


"  brand  of  tetrahydrozoUne 
NASAL  SPRA  Y  RELIEVES  NASAL  CONGESTION 

Immediate  and  lasting  relief  of  congestion  •  Prolonged  patency  of  airways 
Drainage  from  sinuses  and  Eustachian  tubes  maintained  •  No  rebound 
congestion  or  rhinorrhoea  •  No  taste,  odour,  sting  or  "  burn!' 

Prompt  prolonged  relief  from  nasal  congestion  with  Tyzanol. 

Supplied  in  plastic  spray  packs  containing  15  ml.  of  0-1%  aqueous  solution 
and  in  dropper  bottles  containing  15  ml.  of  0-1%  aqueous  solution.  For 
children  -  Tyzanol  paediatric  drops  supplied  in  dropper  bottles  containing 
15  ml.  of  0-05%  aqueous  solution. 

Marketed  in  the  United  Kingdom  by 
HA  RVE  Y   PHARMA  CEUTICAL  S 

a  department  of  Pfizer  Ltd.,  Folkestone. 

t Trade  Mark  _   J702   _  , 
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IT'S  GOING  TO 


DESIGNED 
FOR  DISPLAY,  I 
FASTER  1 
SELLING, 
GIVES  BIGGER 
PROFITS 


BECAUSE  IT'S- 


□ 


Deep  medication  in  every 
sheet  for  greatest 
protection. 


Completely  foil  wrapped  to  Safety  with  gentleness  and 

keep  full  strength  medication      strength — essential  to  good 
in  and  dirt  out.  hygiene. 


trust  toilet  tissue  —  3  ways  entirely  new,  plus  3  glamor-  leading'  women's  magazines  plus  big  spaces  in  National 
ous  colours.  Pastel  Pink,  Pastel  Blue,  Natural  —  that's  Daily  and  Sunday  newspapers,  trust  —  the  toilet  paper 
trust!  It's  being  launched  with  full  colour  pages  in    your  customers  are  going  to  ask  for. 


Trust 


with  Deep  Medication,  Fully 

Foil  Wrapped,  in  3  Pastel  Colours 


Jeyes  (Sales)  Ltd.  -  River  Road  -  Barking  •  Essex 
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CLINICALS 


CLINICAL 

THERMOMETERS 


HOUSEHOLD 
THERMOMETERS 


0  INDUSTRIAL 

THERMOMETERS 


G.H.  ZEAL 

LTD 


LOMBARD  ROAD  •  MORDEN 
ROAD    •    LONDON    •  S.W.I9 

Telephone  :  LIBERTY  2283-4-5-6  and  4201 
Cables  :    "  Zealdom"  London 


SALES  ARE  INCREASING 

Advertised  in:- 

WOMAN'S  REALM 

increase  your  sales 

!              WOMAN'S  OWN 

MODERN  WOMAN 

of  these  popular 

WOMAN  &  BEAUTY 

NUCTA  lines  iiiniiiiiiiiiin 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiniiiiiiiHiiiiiiiN 

NUCTA  I 

SOLE  MANUFACTURERS 


STEWART,  G00DALL  &  DUNLOP  LTD. 
1 21  a  PRINCES  STREET, 
EDINBURGH 


EGG  &  LEMON  SHAMPOO  | 

IN  THE   HANDY  PLASTIC  TUB         1/"  j 

(TRADE  PRICE  6/8  DOZ.  PLUS  TAX  )  g 

2/7  1 

IN    THE    FAMILIAR    2  OZ.    JAR    AT  *  = 

(TRADE  PRICE  I7/6  DOZ.  PLUS  TAX)  g 

NUCTA  I 

HAIR   STYLING   LOTION  ( 

FOR  MORE  LASTING  SETS  | 

4/6  PER    BOTTLE  (26/-    DOZ.    PLUS    TAX)  | 
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FORMULA 

: 

21 

7-  DAY  SACHET  PACK 


The  new  7-day  sachet 
pack  makes  FORMULA  21 
easy  to  buy, 
easier  to  take, 
and  easiest  to  sell ! 
Every  7-day  pack 
recommends  the  full 
3  week  course 
—  a  big  boost  for 
repeat  sales. 


FORMULA 


MASSIVE  ADVERTISING 
ON  T.V.  —  9i  MILLION  HOMES 

On  every  I.T.V.  Station  —  lively,  imaginative  sales-compelling  30  and  15  second 
commercials.  Maximum  impact  at  peak  time  Spring  peak  season. 

IN  WOMEN'S  PRESS -TO  OVER  10  MILLION  WOMEN 

It's  dynamic  !  Full  colour  pages  with  an  arresting  sales  message.  See  Formula  21  in: 
Woman,  Woman's  Own,  Woman's  Realm,  Woman's  Day,  Woman's  Illustrated, 
Woman's  Weekly,  Vogue  also  the  Sunday  Times  and  Jewish  Chronicle. 


4  MOF/T  MOM  THIS  StWWS  LAkGi 
'  'MM W6  CAMPAIGN 


Hurry !  For  this  magnificent  Display  Bonus  Offer  WRITE  TODAY !  One  7-day 
Sachet  Pack  will  be  sent  absolutely  free  in  return  for  every  retail  order  of : 
Two  2 1 -day  tins.  Six  7-day  Sachet  Packs  and  Display  Showcard. 

GREENAODO  LABORATORIES  LTD.,  84  ALBERT  STREET,  LONDON,  N.W.1 
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SPECIAL  SILCOT 

PACKAGE  OFPEld 


Silcot  are  unquestionably  the  finest  towels  on  the 
market  today.  Quality  cotton  wool,  blended  with 
rayon  for  greater  absorbency  and  sheathed  in 
knitted  rayon,  Silcot  are  softer,  more  comfortable 
and  give  greater  protection. 
You  can  order  any  number  of  packages  during 
bonus  month  —  ORDER  NOW  —  OFFER 
CLOSES  MARCH  31st. 


YOUR  FULL  MARGIN 

PLUS  15' 

ON  THIS  PARCEL 


ASH 


MACDONALD  &  SON  LIMITED 

UNDER   -   LYNE      .  LANGS 


advertising 


to  over  7,000,000 
women  -  will  send 
your  sales  soaring! 


These  powerfully  persuasive  half  page  advertisements, 
will   appear    regularly   in   Woman's  Own 
during  1960.    Quarter  pages  will  also  be  used 

for  reminder  value. 


0^ 


S  A  NTQWELS 
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Go  modern 


Britain's  higher-than-ever  standard  of  living 
means  that  millions  are  eager  to  'Go  Modern 
with  Philips'  right  around  the  house.  For 
Philips  is  a  name  that  represents  technical 


mastery  combined  with  unsurpassed  depend- 
ability. Philips,  in  fact,  is  a  name  in  which 
your  customers  have  complete  confidence  . . . 
a  name  that  is  therefore  especially  easy  to  sell. 
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with  PHILIPS 


PHILIPS  dutxUtllf  turfU  Blanket 


The  new  Budget-priced  Models  :  soft,  fleecy  woollen 
mixture  in  attractive  shade  of  gold.  Heating  element 
covered  in  tough,  flexible  plastic.  Flame-proofed 
throughout  for  safety.  Handy  on /off  switch. 

60"  x 43 "  —  £7.12.9  (tax  paid) 
60"  x 25  "  —  £5.4.3  {tax  paid) 

The  de-Luxe  Models  :  Unsurpassed  for  comfort  and 
safety.  Made  from  ioo%  pure  wool  in  soft  peach  shade. 
Adjustable  3-heat  temperature  control. 

60"x48"  — £1  1.4.0  (tax  paid) 
60"  x  28"  — £7.2.6  (tax  paid) 


PHILIPS  HEALTH  LAMPS 


.  .  .  have  proved  their  zvorth  time  and  time  again 
— and  are  sure  to  be  in  big  demand  this  zvinter. 
Philips  Ultra-violet  Sunlamp  is  most  useful  in 
treating  sunstarved  "run  down"  conditions 
and  many  skin  troubles.  It  radiates  ultra-violet 
light  on  only  the  most  beneficial  wavelengths. 

£5.17.6 

with  goggles 

Philips  Infra-red  Infraphil  is  valuable  in  all 
cases  of  arthritis,  rheumatism,  and  muscle 
strain. 

£3.3.0 

De-Luxe  Model:  £4.4.0. 


PHILIPS  HEALTH  LAMPS  (MADE  IN  HOLLAND)  SHOULD  BE  SUPPLIED  ONLY 
WHEN  THE  CUSTOMER  IS  IN  POSSESSION  OF  A  MEDICAL  CERTIFICATE 


PHILIPS  ELECTRICAL  LTD 

ELECTRICAL  APPLIANCE  DIVISION 

Century  House  •  Shaftesbury  Avenue  •  London  •  W.C.2 


£1  PHILIPS 


(COMBINE  3) 
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A  little  counter  space  sells  a  lot  of 


BARNET  COMBS 


In  just  a  few  square  inches,  you  can  show  a  complete  range  of 
Barnet  Combs.  These  compact  plastic  counter  cabinets  do  your 
selling  for  you— and  you  can  refill  them  again  and  again. 

Ask  your  wholesaler  to  show  you  the  full  range. 


PROFIT  MARK-UP 

Please  ask  your  wholesaler  for  full  details  and  leaflet 
E.  R.  HOLLOWAY  SALES  LTD  {Wholesale  only ) 

WELWYN  GARDEN  CITY         HERTS         PHONE:  WELWYN  GARDEN  4444 
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but  the  shortest  distance  to  the  tine 
chemicals  you  need  is  this  line 


Enquiries  are  invited  for: 

ADRENALINE  NORADRENALINE  AND  SALTS 

ADRENOCHROME  P.A.S.  SODIUM 

MONOSEMICARBAZONE       PIPERAZINE  AND  SALTS 
ALPHANAPHTHYL  ACETIC  ACID  RESERPINE 


BISMUTH  SALTS 
BRUCINE  AND  SALTS 
CAFFEINE  AND  SALTS 
CHRYSAROBIN 
EPHEDRINE  AND  SALTS 
HYDANTOIN  DERIVATIVES 
ISOPRENALINE  SALTS 
METHOIN 


SANTONIN 

STRYCHNINE  AND  SALTS 
THEOBROMINE  AND  SALTS 
THIOMERSALATE 
QUININE  AND  SALTS 
CINCHONA  FEBRIFUGE 
TOTAQUINA 
Write  or  Phone  Dept.  A  for  Quotations 


CARNEGIES 


of  Welwyn  Limited 


WELWYN 
GARDEN 

CITY 

5001 


WELWYN  GARDEN  CITY      ■  ENGLAND 

Phone:  WELWYN  GARDEN  5001  (10  lines)  Telex:  LONDON  28676 
Cables:       CARNEGIES,      W  E  L  W  Y  N  G  A  R  D  E  N  C  I T  Y 


TREE  OF  LIFE 
Regd.  Trade  Mark 
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NEURO  PHOSPHATES 

the  tonic 
that  restores 
appetite 


SMITH  KLINE  &  FRENCH  LABORATORIES  LTD 
WELWYN  GARDEN  CITY,  HERTS 

BXN:TA39         'Neuro-Phosphates'  is  a  trade  mark 


because 


BENZEDREX 
INHALER 

contains  propylhexedrine,  a  volatile 
drug  specifically  developed  to  pro- 
vide rapid  and  prolonged  vasocon- 
striction 

benzedrex  inhaler 
relieves  nasal  congestion 
in  a  few  seconds. 


SMITH  KLINE  &  FRENCH  LABORATORIES  LTD 
WELWYN  GARDEN  CITY,  HERTS 

BXN  :TA39  'Benzedrex'  is  a  trade  mark 
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Quick  operation  of  a  cash  register 
during  a  busy  period,  in  any 
type  of  business,  is  essential. 
The   simple  accuracy  of  a 
REGNA  Cash  Register  plays 
a  very  important  part  in  Assist- 
ant and  Customer  relationship.  You 
can  be  certain  that  errors  and  miscalcula- 
tions are  cut  down  to   an  absolute 
minimum  by  using  a  REGNA  —  the 
Cash  Register  that  pays  for  itself! 

PRICES  RANGE  FROM  £65 
H.P.  TERMS  AVAILABLE. 

Service  throughout  the  U.K. 
Electrical  or  hand  operated  machines 
available  in  Cream  or  Eau-de-nil  finish. 

THERE  IS  A  REGNA  ESPECIALLY 
DESIGNED  FOR  YOUR  BUSINESS. 


AREA  ADDRESSES  and  Telephone  Numbers 
109/111  Stockwell  St.,  Glasgow,  C.l.       GLASGO  W BELL  1614 
54  Commerce  Street,  Aberdeen.  ABERDEEN  28496 

6A  Rutland  Square,  Edinburgh,  1.  FOUNT  AW  BRIDGE  5916 
140xford  Street,  Newcastle-on-Tyne,  NEWCASTLE 610078 
1 50  Mansfield  Road,  Nottingham.  NO  TTINGHA  M  52340 

92  Easthill,  Colchester.  COLCHESTER  6872 

2  Glisson  Road,  Cambridge.  CAMBRIDGE  59082  &  3 

30a  Horsefair,  Birmingham.  BIRMINGHAM  MIDLAND  1933 
11  Queen's  Square,  Bristol,  1.  BRISTOL  28759 


Postthis  Coupon  NOW) 


TO  THE  REGNA  CASH  REGISTER  COMPANY, 
1  27  John  Adam  Street,  London,  W.C.2.  Tel:  TRAfalgar  3351-4 

§       Please  send,  without  obligation,  illustrated  multi-coloured  leaflet 
together  with  full  details  of  a  REGNA  for  my  business. 

NAME  *.  


ADDRESS 
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Advertisements  on  TV  reach  20,000,000  people, 
and  press  advertising  27,500,000 


Through  the  compelling  medium  of  television,  and 
powerful  advertisements  in  the  national  daily  and 
Sunday  newspapers,  the  advantages  of  Disprin  are 
being  firmly  impressed  on  the  public  mind. 

This  wide-scale  advertising  is  aimed  to  educate 
the  public  in  the  qualities  of  Disprin  as  a  speedy, 
safe,  pain-reliever;  an  analgesic  which,  because  it 


dissolves,  averts  the  danger  common  to  non-soluble 
aspirins — that  of  acid  particles  of  tablet  lingering 
in  the  stomach  to  cause  gastric  disorder. 

So  when  your  customers  ask  you  for  an  analgesic 
to  relieve  headaches,  'flu,  rheumatism,  neuralgia 
and  similar  ailments,  recommend  soluble  Disprin 
— the  analgesic  approved  by  the  medical  profession. 


Take  advantage  of  large-scale  DISPRIN  advertising  - 
see  that  you  have  full  stocks  of  DISPRIN 


DISPRIN 


RETAIL  prices  (incl.  P.T.).  ioo-tablet  foil 
5/4i ;  50-tablet  bottle  3/2;  28-tabIet  foil  1/11; 
26-tablet  bottle  1/1 1 ;  8-tablet  foil  8^d. 

TRADE  PRICES  (excl.  P.T.).  ioo-tablet  foil 
38/10  doz. ;  50-tablet  bottle  23/-  doz. ;  28-tablet 
foil  13/10  doz.;  26-tablet  bottle  13/10  doz.; 
8-tablet  foil  5/2  doz. 

RECKITT  &  SONS  LTD.,  PHARMACEUTICAL  DEPARTMENT,  HULL 
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q-tlps 


WILL  MEAN 
EVEN  BIGGER  SALES 
FOR  YOU  ! 


\  I 


'Q-TIPS'  new  superflexible  stems  will  be  a  hit 
with  mothers  everywhere.  And  build  big  profits 

for  you  !  These  new  stems  have  just  the  right 
amount  of  '  give '  for  complete  gentleness  and 

safety  in  baby  care.  To  boost  your  sales,  bring 
you  extra  profit,  '  Q-TIPS '  are  offering  three 
highly  attractive  '  package  '  deals.  Plus  this 

general  condition  of  sale :  that  you  will  be  able 
to  buy  thirteen  boxes  of  either  the  1/-  or  2/6 
size  for  the  price  of  twelve. 


'  Q-TIPS  ' 
PACKAGE  DEALS 
FOR  YOU  AND 
YOUR  CUSTOMERS! 
These  offers  are  available 
until  March  31st 


Parcel  No.  1  contains  : 
One  dozen  1/-  boxes 

plus  one  free  box 
One  dozen  2/6  boxes 
plus  one  free  box 
i  gross  shopping  bags  (8"x  4") 
i  gross  samples,  showcard 


Parcel  No.  2  contains  : 
Two  dozen  1/-  boxes 
plus  two  free  boxes 
One  dozen  2/6  boxes 
plus  one  free  box 
i  gross  shopping  bags(8"x  4") 
i  gross  samples,  showcard 
.  1  


Parcel  No.  3  contains  : 
Four  dozen  1/-  boxes 
plus  four  free  boxes 
One  dozen  2/6  boxes 
plus  one  free  box 
1  gross  shopping  bags  (8"x  4") 
i  gross  samples,  showcard 


'Q-Tips  '  (G.BJ  Ltd.  Stock  Road.  Sutton  Road.  Southend-on-Sea 
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Eye-catching  advertisements 
attract  modern  mothers  to 

PADDI  and  PADQl-j&aifs 

"No  more  nappy  washing"  is  wonderful  news  for 
busy  mothers.  No  wonder  they're  switching  to 
PADDi.and  PADDi-pads—  the  adjustable  nappy-holder 
and  disposable  pads.  So  soft  and  smooth  for  baby's 
skin  —  so  simple  for  mother. 

They  will  see  the  advertisements  for  paddi  and 
PADDi-pads  in  many  widely  read  publications  — 

make  sure  you  are  ready  to  meet  the  growing  demand. 

paddi  garment  Selling  price :  5/6d.  each. 
PADDI-PADS  Selling  price :  I  /9d.  per  packet  of  10. 

ROBINSON  &  SONS  LIMITED 

WHEAT     BRIDGE     MILLS,  CHESTERFIELD 


Pulmo  Bailly  suppresses  exhausting,  non-productive 
cough,  while  actually  promoting  beneficial  expectoration. 
This  balanced  action  is  achieved  by  the  separate  but 
complementary  actions  of  codeine  and  guaiacol.  In 
this  way  Pulmo  Bailly  prevents  exhausting,  irritating 
cough — safely  and  effectively. 
Trade  price  36/-  doz.  plus  8/9d  pt. 


Bailly  Ltd  Bengue  &  Co  Ltd 

London  Mount  Pleasant  Wembley  Middlesex 

BA  5 
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Drugs  for  Private  Patients 

MINISTER  MAKES  NO  PROMISES 

NO  promises  were  made  by  Mr.  Derek  Walker-Smith,  it  is  reported, 
at  a  private  meeting  of  the  Conservative  health  committee  in  the  House 
of  Commons  on  March  1,  when  a  number  of  members  attempted  to 
exert  pressure  on  the  Government  to  enable  private  patients  to  obtain 
their  medicines  on  the  same  terms  as  if  they  were  National  Health 
Service  patients. 


The  subject  was  raised  again  two 
days  later  at  a  meeting  of  the  1922 
Committee  [of  Conservative  back- 
benchers]. A  House  of  Commons 
motion  on  the  subject  has  the  backing 
of  167  Conservative  back-benchers, 
many  of  whom  will,  no  doubt,  take 
part  in  the  debate  on  the  Supplemen- 
tary Estimate  for  the  National  Health 
Service  which  is  to  take  place  in  the 
House  of  Commons  on  March  14. 

Narcotics  Bulletin 

WARNING  ON  DEXTROMORAMIDE 

CONTINUING  a  series  begun  during 
1953,  the  Bulletin  on  Narcotics  (Vol. 
XI,  No.  4,  October-December  1959)  in- 
cludes the  fifth  article  by  Klaus  Genest 
and  Charles  G.  Farmilo  on  physico- 
chemical  methods  for  the  identification 
of  narcotics.  In  an  article  on  the  phar- 
macological properties  and  therapeutic 
use  of  dextromoramide  Jean  La  Barre 
(professor  of  pharmacology  and  of 
medical  toxicology.  Brussels  Univers- 
ity) states  that  dextromoramide,  an  an- 
algesic five  or  six  times  as  strong  as 
morphine,  should  be  used  only  when 
conventional  analgesics  have  failed  or 
have  not  been  sufficiently  effective.  A 
biological  test  of  resinous  secretions  of 
hemp  grown  from  seed  in  the  central 


districts  of  the  European  part  of  Soviet 
Russia  showed  that  those  substances  do 
not  produce  the  physiological  effect 
peculiar  to  the  resinous  substances  of 
Indian  hemp.  That  was  one  of  the  find- 
ings by  E.  A.  Kechatov  in  a  report  on 
the  chemical  and  biological  investiga- 
tions on  Russian  hemp.  Less  technical, 
but  no  less  important,  was  the  appre- 
ciative note  by  Harry  J.  Anslinger 
(United  States  Commissioner  of  Narco- 
tics) on  Colonel  C.  H.  L.  Sharman. 
C.M.G.,C.B.E.,  I.S.O. 

British  Standards 

NEW  SPECIFICATIONS  ISSUED 

A  NEW  British  Standard  (B.S.  3221  : 
1960)  has  been  introduced  for  medi- 
cine glasses  graduated  in  metric 
measure,  and  of  50-mil  total  graduated 
capacity.  Another  (B.S.  3215:1960) 
specifies  the  requirements  for  male 
glass  urine  bottles  of  850-mil  working 
capacity.  There  is  also  a  new  set  of 
specifications  for  tartrazine  for  use  in 
the  colouring  of  foodstufTs  (B.S.  3211  : 
1960).  Copies  of  the  standards  are  ob- 
tainable from  the  British  Standards 
Institution,  2  Park  Street,  London,  W.l 
(price  three  shillings  each).  In  addition 
there  are  three  new  standards  for  hos- 
pital sterilisers  also  available  from  the 


Institution  (price  six  shillings  each). 
The  first:  Hospital  pressure  sterilisers 
for  water  (B.S.  3213:1960)  having  a 
nominal  capacity  of  5,  10,  15  or  20  gall, 
and  in  two  categories :  class  A  for 
ordinary  use;  class  B  for  use  in  operat- 
ing theatres  and  other  anaesthetising 
locations.  The  standard  for  horizontal 
cylindrical  hospital  sterilisers,  pressure- 
steam  type  (B.S.  3219:1960)  covers  six 
sizes  ranging  from  14  in.  to  30  in. 
in  diameter  in  the  following  categories: 
Dressing  sterilisers;  instrument  and 
utensil  sterilisers  and  sterilisers  for 
bottled  fluids.  For  the  same  categories 
there  is  also  a  new  standard  (B.S.  3220: 
1960)  for  similar  rectangular  sterilisers, 
in  four  sizes. 

'Inadequate'  Examinees 

VIEWS  OF  PRIVY  COUNCIL  VISITOR 

"  THERE  are  bound  to  be  fluctuations 
in  the  quality  of  candidates  who  present 
themselves  for  examination  each  year, 
and  the  results  of  the  examinations  in 
1959  show  that,  on  the  whole,  this  year 
has  not  been  as  satisfactory  as  previ- 
ously." That  is  stated  by  Professor  Wil- 
son (Privy  Council  visitor  to  the  exami- 
nations) in  his  report  on  the  examina- 
tions held  in  England  and  Wales.  Pro- 
fessor Wilson  found  the  questions  set 
in  the  written  and  practical  examina- 
tions continued  to  require  a  satisfactory 
standard  of  knowledge  in  each  subject; 
and  that  the  standard  of  adjudication 
was  consistent  and  highly  satisfactory. 
It  was  his  opinion  that  the  lower  pass 
rate  was  due  to  the  inadequacy  of  can- 
didates, and  not  to  any  change  in  the 
standard  of  the  examinations.  The  re- 
port covers  the  results  of  the  exami- 
nations held  under  the  old  regulations, 
and  also  of  Part  I  of  the  new  regula- 
tions, for  the  Pharmaceutical  Chemist 
Qualifying  examination.    There  was  a 


A  NEW  RESEARCH 
INSTITUTE:  Construc- 
tional work  on  a  new 
research  institute  for 
May  &  Baker,  Ltd.,  at 
Dagenham,  Essex,  is 
now  rearing  comple- 
tion and  the  company 
expect  the  buildings  to 
be  equipped  and  fully 
operational  by  early 
autumn.  The  Institute 
will  comprise  three 
main  buildings  :  a 
chemical  wing;  a  cen- 
tral building  housing 
the  library,  lecture 
theatre  and  administra- 
tive offices;  and  a  bio- 
logical wing  with  an- 
cillary buildings,  pro- 
viding altogether  over 
100,000  sq.  ft.  of  floor 
space  at  a  cost  of  over 
£1  million. 
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substantial  increase  in  the  number  of 
candidates  taking  the  Qualifying  exami- 
nation under  the  old  regulations  (793 
compared  with  551  in  1958).  Of  415 
candidates  examined  in  all  subjects,  37 
per  cent,  passed,  32  per  cent,  failed,  and 
-the  remainder  were  referred  in  one  or 
two  subjects.  The  pass  rate  of  those 
who  had  previously  been  referred  in  one 
or  two  subjects  was  more  satisfactory. 
On  the  whole  the  percentage  pass  rate 
in  the  individual  subjects  was  lower 
than  in  the  previous  year.  137  candi- 
dates who  had  passed  an  approved 
pharmacy  degree  examination  were  ex- 
amined in  forensic  pharmacy  only  and 
91  per  cent,  of  the  candidates  were  suc- 
cessful. Of  twenty-two  candidates 
admitted  to  the  examination  under  the 
provisions  of  Section  XIX  (18)  of  the 
by-laws  of  the  Pharmaceutical  Society 
as  persons  holding  a  diploma  as  phar- 
macist granted  in  a  place  outside  the 
United  Kingdom,  eleven  passed  the 
examination.  That  result  was  more  sat- 
isfactory than  had  previously  been 
reported. 

Eight  candidates  sat  for  the  Pharma- 
ceutical Chemist  Qualifying  examina- 
tion (new  regulations)  Part  I  which  con- 
sisted of  written  examinations  in  phar- 
macognosy, pharmaceutical  chemistry 
and  physiology.  Six  passed  in  all  three 
subjects,  one  candidate  failed  in  one  of 
the  subjects  and  one  candidate  failed 
to  pass  in  physiology  and  pharmaceuti- 
cal chemistry.  In  the  Intermediate  ex- 
amination the  percentage  pass  rate  was 
poor.  Of  304  candidates  examined  in  all 
three  subjects  only  25  per  cent,  passed 
and  a  similar  proportion  of  candidates 
were  referred  in  one  subject.  About 
half  the  candidates  successfully  passed 
the  examination  in  chemistry,  but  the 
percentage  pass  in  biology  and  in  phy- 
sics was  lower  than  in  1958.  Altogether 
458  candidates  were  examined,  of  whom 
163  passed,  145  were  referred  and  150 
failed. 

Hearing  Aids 

CODE  OF  PRACTICE  FOR  AN  INDUSTRY 

A  NEW  "  code  of  commercial  prac- 
tice "  for  the  hearing-aid  industry  has 
been  drawn  up  by  the  representative 
organisations  of  the  industry  and 
approved  by  the  National  Institute  for 
the  Deaf.  As  a  consequence,  the 
National  Institutes'  "  approved  list  "  of 
hearing-aid  manufacturers  and  dealers, 
instituted  in  1929,  is  being  discontinued. 
The  code,  which  is  sponsored  by  a 
joint  committee  composed  of  represen- 
tatives of  the  National  Institute  for  the 
Deaf,  Hearing  Aid  Manufacturers'  and 
Suppliers'  Association,  and  Society  of 
Hearing  Aid  Audiologists,  is  designed 
principally  to  protect  the  public  against 
exaggerated  or  false  claims  for  the 
efficacy  of  hearing  aids,  in  particular 
against  claims  that  makers  or  dealers 
are  practising  the  "  treatment  "  of  deaf- 
ness. In  addition,  the  code  requires 
that,  when  an  aid  is  being  fitted  for  the 
first  time,  the  supplier  "  should  inquire 
if  medical  advice  has  been  taken  to  as- 
certain if  an  aid  is  suitable  for  the 
client's  conditions."  Signatories  of  the 
code  also  undertake  to  submit  aids  for 
testing  to  the  technical  department  of 
the  National  Institute  for  the  Deaf. 
They  further  agree  not  to  allow  door- 


to-door  canvassing  or  sale  of  aids,  and 
to  provide  for  a  trial  period  of  seven 
days  within  which  a  purchaser  may  re- 
turn an  aid  if  dissatisfied  with  it  against 
a  small  charge  not  exceeding  7}  per 
cent,  of  the  purchase  price.  Breaches  of 
the  code  are  to  be  reported  to  the 
joint  committee.  The  public  are  to  be 
able  to  bring  complaints  to  the  notice 
of  the  National  Institute  for  the  Deaf 
which  will  pass  them  on,  if  justified,  to 
the  committee  or  take  whatever  action 
it  may  consider  necessary  in  the  public 
interest. 

Restrictive  Practices  Act 

REPORT  FOR  1959 

AMONG  the  subjects  suggested  during 
1959,  for  consideration  by  the  Mono- 
polies Commission  were  colour  films 
and  glass.  That  information  is  given  in 
the  annual  report  by  the  Board  of 
Trade  on  the  Monopolies  and  Restric- 
tive Practices  Acts,  1948  and  1953 
(H.M.  Stationery  Office,  price  four- 
pence).  It  was  also  suggested  that  the 
distribution  of  petrol  and  lubricating 
oil  for  motor  vehicles  should  be  re- 
ferred to  the  Commission.  The  report 
records  that  the  investigation  by  the 
Ministry  of  Health  into  the  profits  and 
costs  of  British  insulin  manufacturers 
was  completed  in  June  1959.  It  will  be 
recalled  that  the  Ministry  considered 
that  both  the  profits  and  the  manufac- 
turers' long-term  policy  were  reason- 
able. 

Cold  Cure  Volunteers 

SHORTAGE  AT  VITAL  RESEARCH  STAGE 

VOLUNTEERS  are  urgently  required 
so  that  trials  at  the  Common  Cold 
Research  Unit,  Salisbury,  can  continue 
uninterrupted  this  year.  The  Unit  is  run 
jointly  by  the  Medical  Research  Coun- 
cil and  the  Ministry  of  Health.  A 
month  ago  it  was  announced  that  the 
research  project  had  made  the  most 
important  progress  since  the  Unit  was 
started  in  1946.  Viruses  from  common 
colds  have  been  grown  outside  the  body 
in  cultures  of  human  embryonic  kid- 
ney cells,  an  achievement  which  is 
claimed  to  mark  the  end  of  the  first 
long  phase  of  the  progress  towards  the 
ultimate  goal — a  cure  for  the  common 
cold.  Enough  volunteers  to  continue 
the  research  are  more  essential  at  this 
critical  phase  than  ever.  Volunteers,  of 
either  sex,  should  be  between  eighteen 
and  forty-five  years  of  age,  and  in  nor- 
mal health.  They  are  required  to  spend 
a  period  of  ten  days  at  the  Common 
Cold  Research  Unit,  Harvard  Hospital, 
Salisbury.  Fares  to  afid  from  Salisbury 
are  paid  up  to  £3  15s.  and  3s.  a  day 
pocket  money  is  allowed  for  each 
volunteer.  The  Medical  Superintendent. 
Harvard  Hospital,  Salisbury,  will  pro- 
vide full  details  to  applicants. 

Research  Professorship 

GRANT  BY  WOLFSON  FOUNDATION 

THE  Council  of  the  Royal  Society  has 
accepted  an  offer  of  the  Isaac  Wolfson 
Foundation  to  create  a  special  fund  of 
£200,000  for  the  endowment  of  a  re- 
search professorship,  to  be  known  as 
the  Wolfson  Research  Professorship  of 
the  Royal  Society.  The  chair  is  to  be 


held  by  a  British  scientist  who  will 
devote  the  whole  of  his  time  to  research 
in  such  fields  as  the  president  and 
council  of  the  Royal  Society  may  from 
time  to  time  think  appropriate.  The 
first  holder,  who  has  yet  to  be  appoin- 
ted, will  work  in  the  physical  sciences 
or  their'  borderlines  with  biology.  The 
financial  provision  allows  for  adequate 
scientific  and  technical  assistance  for 
the  professor.  The  council,  in  announc- 
ing its  acceptance  of  the  offer,  com- 
ments that  "  this  generous  grant  is  a 
notable  addition  to  the  resources  at  the 
disposal  of  the  Royal  Society  for  the 
encouragement  of  original  scientific 
work  and  is  an  instance  of  imaginative 
foresight  on  behalf  of  the  Isaac  Wolf- 
son Foundation.  It  marks,  with  great 
promise  for  the  future,  the  opening  of 
the  Society's  tercentenary  year.'' 


IRISH  NEWS 

THE  NORTH 

N.H.S.  Estimates 

SUPPLEMENTARY  LIST 

SUPPLEMENTARY  estimates  for  the 
National  Health  Service  in  Ulster,  total 
£1,815,150.  An  additional  £299,000  is 
being  provided  to  meet  increases  in  the 
number  and  cost  of  prescriptions  in  the 
pharmaceutical  services.  An  additional 
£938,300  is  required  for  the  general 
health  services  in  the  year  ending 
March  31.  The  biggest  increase — 
£485.000 — is  in  the  expenditure  for  the 
hospital  services. 

Ulster  Photo  Fair 

TIMES  OF  OPENING 

THE  Ulster  Photo  Fair,  sponsored  by 
the  Northern  Ireland  branch  of  the 
Photographic  Dealers'  Association,  is 
being  held  in  the  Wellington  hall  of 
the  Y.M.C.A.,  Wellington  Place,  BeU 
fast,  1,  March  30-31.  A  private  trade 
showing  for  dealers  is  at  3-5  p.m.,  on 
March  30,  and  the  opening  times  to  the 
public  are  6.30-10  p.m.  on  March  30; 
and  11  a.m.  to  10  p.m.  on  March  31. 
The  official  opening  ceremony,  by  the 
lord  mayor  of  Belfast,  is  at  7.30  p.m. 
on  March  30. 

THE  REPUBLIC 

Health  Act 

QUESTIONS  IN  THE  DAIL 

THE  vice-president  of  the  Pharmaceu- 
tical Society  of  Ireland  (Mr.  F.  Lough- 
man.  T.D.)  and  a  member  of  the  Coun- 
cil (Councillor  P.  A.  Brady,  T.D.)  asked 
Mr.  S.  MacEntee  (Minister  for  Health) 
in  the  Dail  on  February  17,  if  he  would 
state  for  the  most  recent  twelve  months 
for  which  figures  were  available,  the 
total  cost  of  implementing  the  sections 
of  the  Health  Act  which  made  provi- 
sion for  the  supply  of  medicines  to 
holders  of  general  medical  service 
cards,  including  overheads,  administra- 
tive expenses  and  salaries  and  wages 
paid  to  personnel,  but  excluding  salaries 
paid  to  medical  officers,  and  if  he 
would  state  the  number  of  general 
medical  cards  in  force  during  the  same 
period.  The  Minister  replied :  "  I  pre- 
sume that  the  information  sought  re- 
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lates  to  the  cost  of  medicines  supplied 
as  part  of  the  general  medical  services 
provided  under  Section  14  of  the 
Health  Act,  1953.  The  expenditure  on 
medicines  and  medical  and  surgical 
appliances  provided  at  dispensaries  in 
respect  of  the  year  ended  March  31, 
1959,  as  shown  in  accounts  furnished 
by  local  authorities  to  my  Department, 
was  £276,400.  and  the  number  of 
general  medical  service  cards  in  force 
as  at  the  last  day  of  each  quarter  dur- 
ing the  year  1958-59  averaged  274.824. 
It  would  not  be  possible,  without  exten- 
sive and  costly  inquiries,  to  obtain  par- 
ticulars of  expenditure  on  medicines  as 
distinct  from  medical  and  surgical  ap- 
pliances. Expenditure  on  appliances, 
dressings,  etc.,  is  included  in  the  same 
category  as  medicines  in  the  local 
accounts,  and  to  obtain  a  figure  for 
medicines  only  it  would  be  necessary 
to  ask  each  local  authority  to  examine 
in  detail  the  accounts  for  each  dispens- 
ary. The  ascertainment  of  the  amount 
of  overhead  and  administration  costs 
would  be  even  more  difficult,  and  would 
involve  considerable  arbitrary  appor- 
tionments of  costs  common  to  groups 
of  services.  Overhead  costs  would  in- 
clude rent,  upkeep  of  dispensaries, 
heating,  lighting  and  caretakers*  ser- 
vices. The  element  of  those  costs  that 
would  be  appropriate  merely  to  the 
provision  of  medicines,  rather  than  the 
provision  of  the  doctors'  services,  would 
be  a  matter  of  conjecture  in  each  case. 
Administrative  expenses  in  relation  to 
the  provision  of  medicines  would  in- 
clude salaries  of  office  workers  dealing 
with  ordering  of  supplies,  payment  of 
accounts,  etc.,  and  would  also  include 
the  associated  printing,  stationery,  tele- 
phone, etc.,  costs.  Without  special  de- 
tailed inquiry  into  the  accounts  of  each 
local  authority,  those  expenses  could 
not  be  estimated.  The  salaries  of  the 
officers  dispensing  the  medicines  would 
be  clearly  ascertainable  where  pharma- 
cists are  employed,  but  in  small  dis- 
pensaries the  handling  of  the  medicines 
is  part  of  the  work  of  the  doctors." 

NEWS  IN  BRIEF 

A  course  of  ten  weekly  three-hour 
lectures  and  practical  work  on  micro- 
and  semi-microchemical  methods  opens 
at  Norwood  Technical  College.  Knight's 
Hill.  London.  S.E.27,  at  6.15  p.m.  on 
April  1. 

The  previously  announced  duty  of 
33|  per  cent,  ad  valorem  imposed  on 
dyestuffs  as  from  March  2  (see 
C.  &  D.,  February  27,  p.  219),  has 
necessitated  the  amendment  of  the  Open 
General  Licence  with  effect  from  that 
date.  The  effect  of  the  amendment  is 
that  in  future  licences  will  no  longer 
be  required  to  import  dyes,  dyestuffs 
and  intermediates  from  the  dollar  area, 
the  relaxation  area  or  Japan. 

Loughborough  Grammar  Schools 
Headmasters  and  Headmistresses  Asso- 
ciation has  forwarded  to  the  Leicester- 
shire Branch  of  the  Pharmaceutical 
Society  a  resolution  that  "  We  view 
with  alarm  the  recent  case  where  con- 
centrated sulphuric  acid  was  sold  to 
children,  and  request  your  aid  in 
making  sales  of  concentrated  acids  to 
children  illegal.'"  Loughborough  cham- 
ber of  trade  is  supporting  the  resolu- 
tion. 


TOPICAL  REFLECTIONS 

By  Xrayser 

Another  service 

Subscribers  to  The  Chemist  and  Druggist  will  hail  with  pleasure  the 
extension  of  the  many  helpful  services  which  are  the  benefits  of  a  moderate 
annual  subscription.  The  new  price  list  is  the  rewarding  outcome  (from 
the  subscriber's  point  of  view)  of  much  strenuous  endeavour,  and  I  feel 
certain  that  you  will  be  the  recipient  of  many  appreciative  messages.  The 
list  itself  is  easy  to  handle,  and  reference  is  simplicity  itself.  The  thoughts 
of  all  will  turn  to  Essex  Street  on  the  day  that  the  Chancellor  of  the 
Exchequer  shares  his  secrets  with  the  nation  at  large,  for  any  sweeping 
changes  in  purchase  tax  would  involve  hard  and  unrewarding  work  to 
ensure  that  the  new  prices  were  in  the  next  Quarterly.  It  may  be  that, 
in  the  light  of  frequent  use,  some  of  your  readers  will  suggest  a  stout 
cover — suitably  embellished  and  at  a  nominal  charge — into  which  each 
successive  quarterly  list  may  be  transferred,  though  it  would  surprise 
me  if  the  thought  has  not  already  suggested  itself  to  the  far-seeing  staff 
who  have  planned  and  produced  the  list. 

Law  and  the  pharmacist 

The  excellent  address  by  Mr.  C.  C.  Stevens,  LL.B.,  M.P.S..  to  the 
Harrow  Branch  of  the  Pharmaceutical  Society,  published  over  the  past  two 
weeks,  makes  extremely  interesting,  if  somewhat  alarming,  reading.  Recent 
events  in  regard  to  the  central-nervous-system  drugs,  and  the  legislation 
pending  in  that  connection,  added  to  the  cares  already  on  the  shoulders 
of  the  pharmacist  in  relation  to  the  various  schedules  of  poisons,  over- 
shadow the  fact  that  there  are  other  legislative  traps  for  the  unwary  which 
are  common  to  all  citizens.  It  is  of  particular  interest  that  your  readers 
are  warned  (p.  244)  of  just  such  an  example  as  some  of  those  quoted  by 
Mr.  Stevens — in  this  case  in  connection  with  the  so-called  "  servicing  "  of 
window  blinds.  The  lecturer  covered  a  wide  field  in  his  all-embracing 
survey,  but  fortunately  a  large  proportion  of  the  business  conducted  in 
this  country,  between  reputable  pharmacists  and  reputable  manufacturers, 
is  conducted  on  a  basis  of  mutual  trust,  which  is  seldom  misplaced.  Litiga- 
tion is  resorted  to  only  as  a  last  desperate  measure.  Lawyers,  in  my  experi- 
ence, seldom  look  penurious,  but  if  every  opportunity  of  going  to  law 
was  taken  by  the  public  at  large,  the  legal  profession  would  live  in  regal 
splendour. 

Prescribing  habits 

It  may  be  taken  for  granted  that  the  Drug  Tariff  changes  announced 
on  p.  244  are  a  fairly  reliable  guide  to  prescribing  habits  over  England 
and  Wales  as  a  whole.  Though,  naturally,  there  will  be  exceptions  to  the 
rule  of  average,  the  quantities  of  drugs  on  which  future  payment  is  to  be 
based  must  reflect  the  general  pattern.  It  is  worthy  of  note  that,  of  the 
drugs  listed,  all  but  four  are  to  be  priced  on  larger  quantities  than  hitherto. 
Much  depends  on  the  medical  leanings  in  a  particular  area,  whether  the 
quantities  agreed  to  appear  to  be  fair  and  reasonable.  In  my  own  experi- 
ence, 500  gm.  of  sodium  metabisulphite  was  excessive,  and  even  100  gm. 
today  seems  large,  for  tablets  of  one  kind  or  another  have  largely  ousted 
mixture  of  sodium  salicylate.  On  the  other  hand,  a  hasty  survey  of  the 
drawer  devoted  to  oculenta  suggests  that  sulphacetamide  is  not  devoid  of 
competition.  Yet  another  example  of  progress  is  the  scaling  down  of  mer- 
salyl  injection,  from  100  ampoules  to  25.  The  oral  diuretics  have  saved 
much  time,  inconvenience  and  discomfort.  I  must  confess  that  the  tenfold 
increase  in  the  quantity  of  phenazone  surprised  me,  25  gm.  being  now 
increased  to  250  gm.  Normal  purchase  of  that  drug  used  to  be  !  lb  .  but 
today  the  stopper  is  as  likely  to  be  removed  from  that  bottle  as  from 
scammony  or  ammoniacum — so  are  we  clay  in  the  hands  of  Dr.  Potter. 
Nevertheless,  despite  individual  preferences  and  prejudices  in  the  medical 
profession,  the  changes  in  the  Drug  Tariff  from  year  to  year  constitute  a 
historical  commentary  on  development  in  medical  and  pharmaceutical 
science,  illustrating  as  they  do  departures  from  seemingly  well-established 
routine  treatment.  The  impact  of  research  and  subsequent  publicity  to  the 
medical  profession  may  be  read  both  in  and  between  the  lines. 
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TRADE  NOTES 

Discontinued. — Boots  Pure  Drug  Co., 
Ltd.,  Station  Street,  Nottingham,  an- 
nounce that  T.E.A.B.  injection  (10  per 
cent,  solution),  in  box  of  twelve  1-mil 
or  5-mil  ampoules,  is  discontinued. 

Change  of  Distribution.  —  Sales  of 
Selto  dental  salt  tooth-powder  in  Eng- 
land, Scotland,  and  Wales  are  being 
handled  by  Owsel  Distributors,  Ltd., 
13  Midland  Street,  Hull.  The  distribu- 
tion change  is  accompanied  by  certain 
price  modifications  of  the  product. 

Hours  of  Business  Shortened. — From 
March  14  The  British  Drug  Houses, 
Ltd.,  Graham  Street,  City  Road,  Lon- 
don, N.l,  are  closing  their  offices  at 
5.30  p.m.,  Monday  to  Friday.  Tele- 
phoned orders  for  delivery  in  the  Lon- 
don area  by  morning  van  will  be 
accepted  only  up  to  5.15  p.m.  on  the 
previous  day. 

Potential  Oral  Contraceptive.  —  The 
discovery  of  a  completely  new  series  of 
progestational^  active  steriod  com- 
pounds, some  of  which  when  tested 
biologically  have  proved  more  active 
than  any  comparable  known  com- 
pounds, was  announced  by  the  director 
of  research,  The  British  Drug  Houses. 
Ltd.,  on  March  3.  He  pointed  out  that  it 
would  be  at  least  three  months  before 
human  clinical  trials  could  begin.  The 
announcement  was  made  in  order  to 
help  shareholders  to  come  to  a  better 
assessment  of  the  offer  by  Fisons,  Ltd. 
(see  p.  283)  to  purchase  the  Ordinary 
shares  of  the  company. 

Diary  and  Year-book. — The  follow- 
ing companies  have  pointed  out  that 
there  are  errors  in  their  entries  in  the 
Trade  Directory  and  Buyers'  Guide  sec- 
tions of  The  Chemist  and  Druggist 
Diary  and  Year-book,  1960:  Cranleigh 
Products,  Incorporating  H.  B.  Altena 
&  Co.,  2  Bank  Buildings,  Cranleigh, 
Surrey,  have  one  heading  only,  "  Finger 
Stalls  "  under  which  is  given  the  name 
H.  B.  Altena  &  Co.,  which  does  not 
appear  in  the  Trade  Directory.  The 
reference  should  be  to  Cranleigh  Pro- 
ducts.— International  Chemical  Co., 
Ltd.,  Chenies  Street,  London,  W.C.I, 
point  out  that  their  product  Bismag  is 
referred  to  the  International  Labora- 
tories, Ltd.,  and  Reudel  bath  salts  is 
incorrectly  attributed  also  to  Creme 
Simon  (Distributors),  Ltd. 

Bonus  Offers 

Rexall  Drug  Co.,  Ltd.,  Lough- 
borough, Leics.  Brewers'  yeast  tablets. 
One  doz.  2s.  size  in  display  unit  free 
with  order  for  4  doz.  2s.  size  and  2 
doz.  3s.  6d.  size  or  equivalent.  Mulcets 
mouth  ulcer  tablets.  Twelve  for  price 
of  ten  on  order  for  4  doz.  Both  pro- 
ducts may  be  included  with  other 
Rexall  specialities  to  obtain  10  per 
cent,  discount  on  £10  order  or  5  per 
cent,  on  £5  order.  Until  April  30. 

Thompson  &  Capper.  Ltd.,  Speke 
Hall  Road,  Liverpool,  24.  Mothaks. 
Extra  5  per  cent,  (in  addition  to  dis- 
play discounts)  on  order  for  immediate 
delivery.  Until  April  1. 

INFORMATION  WANTED 

The  Editor  would  appreciate  information  about 
the  following: 

Supersils  diabetic  throat  pastilles 
Encortyl  eye  ointment 
Seminal  bed-wetting  unit 


NEW  PRODUCTS  AND  PACKS 


A  New  Antipyretic. — Gedeon  Richter 
(Great  Britain),  Ltd.,  Richter  House, 
14  Weedington  Road,  London,  N.W.5, 
are  marketing  a  new  medicinal  speci- 
ality, Coryzin,  each  mauve-coloured 
sugar-coated  tablet  of  which  contains 
gr  i  of  quinine  di-hydrochloride  and 
150  mgm.  of  ascorbic  acid.  The  tablets 
are  intended  for  the  prophylactic  treat- 
ment of  colds,  influenza  and  upper  res- 
piratory disorders  and  are  issued  in 
containers  of  fifty,  250,  500  and  1,000 
tablets. 

New  Packs  of  Specialities. — Roche 
Products,  Ltd.,  15  Manchester  Square. 
London,  W.l,  have  produced  fifty-  and 
250-tablet  packs  of  their  Marplan  tab- 
lets, 10-mgm.,  and  thirty-,  150-  and 
500-tablet  packs  of  their  Nitoman  tab- 
lets, 25-mgm.  Marplan  (3-benzylhydra- 
zirtocarbonyl-5-methylisoxazole)  tablets 
contain  a  mono-amine  oxidase  inhibi- 
tor with  indications  mainly  in 
psychiatry.  The  company's  intention  is 
to  introduce  the  product  through  psy- 
chiatrists and  hospitals  and  to  have 
stocks  maintained  at  wholesalers  to 
meet  any  prescription  demand  arising 
from  hospital  or  consultant  recommen- 
dation. Marplan  is  not  at  present  sub- 
ject to  legal  restrictions  but  the 
manufacturers  recommend  that  the  pro- 
duct should  be  supplied  solely  against 
prescription.  Nitoman  tablets  contain 
a  benzoquinolizine  derivative  with  a 
psychosedative  effect  similar  to  reser- 
pine's  but  with  certain  advantages 
claimed.  Supplies  should  be  made 
solely  against  prescription. 

Soft  Drinks  in  Sachets.— Given  the 
name  Spree,  a  new  lemon  or  orange 
squash  distributed  in  the  United  King- 
dom by  the  Pepsodent  subsidiary  of 
the  Unilever  Group  but  produced  by 
another  member  of  the  group,  Poulton 
&  Noel,  is  issued  in  single-use  sachet 
for  dilution  with  water  to  make  a  tum- 
blerful of  soft  drink.  Spree  is  claimed 
the  answer  to  the  bottle  problem  that 


has  for  years  plagued  soft-drink  distri- 
bution— the  manufacturer's  problem 
that  it  is  uneconomic  to  operate  more 
than  twenty  miles  from  a  bottling 
plant  and  the  retailer's  problem  of  find- 
ing suitable  storage  space  and  to 
handle  the  returned  empties.  Spree  re- 
duces by  around  75  per  cent,  the  stor- 
age space  for  bottled  drinks  of  equiva- 
lent monetary  value.  The  sachet  is  gay 
and  small,  enabling  productive  display 
on  counter  or  shelf,  and  taking  up  little 


room  in  the  customer's  shopping 
basket.  For  distribution  to  the  trade 
the  services  of  S.P.D.,  the  Unilever  dis- 
tribution system,  have  been  drawn 
upon,  ensuring  complete  coverage  of 
the  country  so  that  a  shop  anywhere 
in  the  United  Kingdom  can  be  re- 
supplied  within  forty-eight  hours  from 
one  of  forty-four  depots.  In  the  pro- 
motion of  the  product  heavy  Press 
advertising  and  "  the  biggest  launch 
ever  fox  a  fruit  squash "  are  main 
features. 

Easter  Novelties.  —  Hazlewood  & 
Sons,  Ltd.,  Factory  Lane,  Derby  Road, 
Widnes,   Lanes,   have   produced  two 


novelty  Easter  products:  a  polythene 
bag  of  four  soap  Easter  eggs  of  assor- 
ted colours,  and  a  hand-painted  chick 
emerging  from  a  soap  egg. 

Hair  Products  for  Men.  —  Andre 
Philippe,  Ltd.,  16  Cosway  Street,  Lon- 
don, N.W.I,  have  introduced  two  new 
hair  specialities  for  men.  The  first  is 
the  No.  22  shampoo  in  4  oz.  bottle 
and  the  second  the  No.  101  men's 
aerosol  hair  lacquer.  The  hair  lacquer 
has  a  spicy  note  and  it  is  understood 
that  it  is  now  being  extensively  used 
by  hairdressers  in  men's  salons  as  a 
final  dressing.  The  6-oz.  aerosol  con- 
tainer is  filled  to  4j  oz. 

Perfumed  Hand 
Lotion.  —  Goya, 
Ltd.,  161  New 
Bond  Street,  Lon- 
don, W.l,  have 
launched  a  per- 
fumed emollient 
hand  lotion  in  the 
Goya  fragrances 
"  Passport,"  "  Re- 
member," "  Black 
Rose,"  "Gardenia," 
and  "  No.  5."  The 
attractive  tinted 
polythene  squeeze 
bottle  for  the  pro- 
duct is  shown  in  the 
illustration  along- 
side. 

Two  New  Lipsticks. — Innoxa  (Eng- 
land), Ltd..  1  Eden  Street,  Hampstead 
Road.  London,  N.W.I,  are  introducing 
in  May  two  new  lipsticks  geared  to 
spring  and  summer  fashion  colours. 
Innoxa  "  Mermaid  pink  "  is  a  soft 
shade  "  ideal  for  highlighting  grey  and 
pastel  colours  "  and  particularly  good 
with  shades  of  lavender;  and  "  Fire 
coral "  is  claimed  ideal  with  grey  or 
even  more  with  white,  and  flattering  to 
a  sun-tanned  skin.  The  lipsticks  are 
available  either  separately  or  in  a  twin 
pack.  The  manufacturers  state  that  "  a 
very  subtle  effect  can  be  obtained  by 
using  one  lipstick  colour  over  the 
other."    Messrs.  Innoxa  are  also  intro- 
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during  in  May  a  new  colour  into  their 
"  Liquid  satin  "  range  of  tinted  foun- 
dations. The  new  colour,  "  Satin 
blush,"  has  a  pinky  tone  and  is  velvety 
smooth  to  apply. 


"Frankly  Flirtatious."  —  Bourjois, 
Ltd.,  2  Old  Bond  Street,  London,  W.l, 
have  introduced  a  new  fragrance, 
"  Christmas  in  July,"  claimed  "  as 
frankly  flirtatious  as  a  holiday  romance 
—distilled  from  the  merry  madness  of 
the  Yuletide  season."  In  Christmas  in 
July,  "  fresh,  tangy,  modern  top-notes  " 
are  blended  with  rose,  jasmine  and  "  a 
trace  of  the  mysterious."  In  the  series 
are  skin  perfume,  presentation  per- 
fume, purse  flacon,  spray  mist,  per- 
fumed Cologne  stick,  toilet  soap,  bath 
cubes,  talc  and  Cologne. 

Cream  and  Medicated  Shampoos. — 
Evan  Williams  Beauty  Aids.  Ltd.,  52 
Fore  Street,  London,  N.18,  are 
launching  a  new  Evan  Williams  cream 
shampoo  and  Evan  Williams  medicated 
cream  shampoo.  The  first  is  a  poly- 
thene tube  pack  of  the  company's 
cream  shampoo,  issued  in  a  display 
outer  that  contains  1  ddz.  tubes.  The 
medicated  cream  shampoo  sachet  is 
issued  in  a  display  outer  of  3  doz.  and 
a  display  outer  of  the  bottle  pack  con- 
taining 1  doz.  bottles.  The  cream 
shampoo  is  being  heavily  advertised 
during  March  and  April.  Messrs.  Evan 
Williams  have  also  re-dressed  their 
medicated  liquid  shampoo. 

Fats  to  the  Skin  During  Slimming. — 
Revlon  International  Corporation.  86 
Brook  Street,  London,  W.l,  have 
brought  out  a  cosmetic  speciality  de- 
signed to  provide  fat  for  complexions 
starved  of  it  owing  to  systemic  slim- 
ming regimes.  Without  the  fat,  skins 
become  dry,  rough  and  taut.  The  pro- 
duct. Ultima,  is  claimed  to  feed  back 
into  the  skin  those  vital  elements  lost 
during  dieting  or  eating  "  quick 
scratch  "  meals.  Ultima  is  understood 
to  be  "  fantastically  light  in  texture, 
fragrant  and  white  in  appearance."  It 
is  issued  in  containers  of  1  oz.,  2  oz. 
and  4  oz.  On  March  7  Messrs.  Revlon 
introduced   a   new   size   of  container 


for  their  Satin  Set  and  Living  Curl 
specialities.  At  present  those  products 
are  sold  in  containers  of  A\  oz.  and 
5|  oz.  respectively.  Henceforth  they 
will  be  available  in  container  of  7  fl.  oz. 


Quick-drier   for   Nail    Enamels.  ■ — 

Maria  St.  George,  Ltd.,  12  Phillimore 
Terrace,  London,  W.8,  are  launching  an 
instant  "  Nail  Dry  "  spray  claimed  to 
dry  nail  enamel  in  seconds,  double  its 
life,  and  prevent  chipping  and  flaking. 
It  is  available  in  an  aerosol  pack. 

White  Shoe  Cleaner.  —  Fassett  & 
Johnson,  Ltd.,  86  Clerkenwell  Road, 
London,  E.C.I,  have  been  appointed 
sole  distributors  to  pharmacists  and 
pharmaceutical  wholesalers  of  the 
Nenette  white  shoe  cleaner,  the  most 
recent  addition  to  the  Nenette  range. 

Low-priced  Dry  Shaver.  —  Morphy- 
Richards,  Ltd.,  50  Conduit  Street, 
London,  W.l,  have  entered  the  dry- 


shaver  market  with  a  precision-con- 
structed foil/vibrator-type  electric  sha- 
ver retailing  at  a  moderate  price. 
Announcing  it,  a  director  of  the  com- 
pany said  that  "  this  British-designed 
and  British-produced  electric  shaver 
provides  the  first  serious  competition  to 
the  wet-shaving  market,  because  here  is 
a  high-quality  instrument  that  can  be 
bought  at  a  realistic  price."  Main  fea- 
tures of  the  shaver  are  an  angled  clip- 
per-bar for  moustache  and  "  side- 
board "  trimming,  and  a  dual-voltage 
range  switch  for  operation  on  either 
100/130  volts  a.c.  or  200/250  volts  a.c. 


The  loading  is  a  nominal  11  watts  at 
250  volts,  and  the  vibrator  produces 
12,000  cutting  strokes  a  minute.  There 
are  a  built-in  on/off  switch  and  a 
rapid-release  shaver-head  enabling 
quick  and  easy  cleaning.  The  steel  foil 
is  0-002  in.  thick  and  the  body-mould- 
ing is  in  grey  urea,  with  head  moulding 
in  black  nylon.  Dimensions  are 
approximately  4  in.  by  2|  in.  by  U  in.; 
weight:  Hi  oz.  Included  in  the  pack 
is  a  grey  polystyrene  holder  that  may 
be  mounted  on  the  wall,  used  on  the 
dressing  table,  or  as  a  carrying  case 
when  travelling.  The  shaver  is  fitted 
with  a  5-amp,  2-pin  plug,  and  a  clean- 
ing brush  and  bayonet-adapter  for 
operating  from  a  standard  lamp-holder 
are  also  included.  Double  insulated, 
the  shaver  is  designed  to  British  Stan- 
dard Specification  2991:1958,  and 
C.E.E.  10. 

Fashion-right  Sunglasses. — Fashion  is 
the  theme  and  lightness  the  feature  of 
the  1960  Stratton  range  of  sunglasses 
manufactured  by  Laughton  &  Sons, 
Ltd.,  Warstock  Road,  Birmingham,  14, 
The  range  comprises  eight  styles  for 
ladies,  two  for  men,  plus  one  each 


clip-overs.  The  lenses  are  of  unbreak- 
able lighter-than-glass  Rhodoglass  plas- 
tic and  are  available  in  five  colours: 
Smoke,  green,  blue,  rose  and  degrade. 
Each  pair  is  issued  in  a  semi-rigid 
transparent  carrying  case,  and  for  dis- 
play a  counter  "dispenser"  showing 
twelve  pairs  has  been  produced. 

"  Super-soft "  Sanitary  Towels.  —  S. 

Maw  Son  &  Sons,  Ltd.,  Aldersgate 
House,  Barnet,  Herts,  have  introduced 
an  entirely  new  range  of  sanitary 
towels  of  tri-ply  design  for  which  they 
claim  up  to  11  per  cent,  more  absorp- 
tion. The  new  towels,  the  Sanella,  are 
"  super  comfortable  "  and  are  issued  in 
packs  of  modern  design  in  soft 
"  feminine "  colours  (green,  pink  and 
grey).  The  corresponding  soluble 
towel  is  in  a  white  pack.  A  "  tab  " 
scheme,  under  which  the  tab  is  pulled 
off  leaving  the  pack  unbranded,  saves 
embarrassment  to  the  customer,  and 
each  tab  is  redeemable  for  cash  by 
the  representative  of  the  company.  The 
colour  is  an  indication  of  size,  thus 
0  (green),  1  (pink),  2  (grey).  There  are 
also  belts  of  three  types:  adjustable, 
all  nylon  and  de-luxe,  outers  of  1  doz. 
of  which  included  with  towels  qualify 
for  relative  quantity  discounts. 
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IDEAL  HOME  EXHIBITION 

New  products  for  sale  by  chemists 


NEW  products  for  sale  by  chemists  are 
on  show  at  the  Daily  Mail  Ideal  Home 
exhibition,  at  Olympia,  London,  W.14 
(until  March  26).  One  of  the  largest  ex- 
hibits a  "  panorama  of  beauty  "  is  by 
Max  Factor  Hollywood  and  London 
(Sales).  Ltd.,  16  Old  Bond  Street,  Lon- 
don, W.l.  On  the  stand  there  are  fre- 
quent beauty  demonstrations  and  mem- 
bers of  the  public  may  make-up  them- 
selves free  at  "  ten-minute  beauty  bars." 
Messrs.  Max  Factor  are  launching  a 
new  hand  cream  at  the  exhibition.  It  is 
in  a  pink  and  white  polythene  Flexi- 

"  "  .y' 

■    ,  .ill 


CHARTS  seeking  to  prove  that  the 
manufacture  of  many  popular  drugs 
(vitamins,  hormones,  antibiotics,  etc.), 
was  in  the  hands  of  a  few  big  com- 
panies, were  produced  by  the  Kefauver 
anti-trust  subcommittee  (see  C.  &  D., 
February  13,  p.  174),  when  it  began 
its  third  session  in  Washington  at  the 
end  of  February.  Opposing  that  view 
Dr.  Austin  Smith  (president,  Pharma- 
ceutical Manufacturers'  Association) 
gave  figures  to  prove  that  the  pharma- 
ceutical industry  was  one  of  the  most 
competitive  in  the  United  States.  The 
subcommittee's  economist  (Dr.  John 
Blair)  said  that  of  fifty-one  products 
listed  in  the  chart  twenty-seven  were 
produced  by  individual  companies  and 
nine  by  three  companies.  Dr.  Smith 
replied  that  the  figures  only  showed 
that  the  companies  were  making  what 
was  wanted.  A  minority  member  of  the 
subcommittee  pointed  out  that  it  was 
natural  for  a  company  to  be  the  sole 


tube  and  contains  "  beauty  "  oils,  lano- 
line  and  silicones. 

A  new  hair  conditioner.  Hi-Shine 
with  azulene,  in  aerosol  pack,  is  being 
exhibited  on  the  stand  of  T.  L.  Benton 
&  Co.,  Ltd.,  together  with  the  com- 
pany's range  of  Chandau  preparations. 
Hi-Shine  is  not  a  lacquer,  is  non- 
greasy  and  non-sticky.  It  is  claimed  to 
impart  a  "  radiant  glow  "  to  the  hair. 
In  conjunction  with  Evanol,  Ltd., 
Messrs.  Benton  are  giving  free  demon- 
strations of  hair  tinting  and  colouring. 
A  new  lightweight.  Sylkette  lined, 
rubber  glove,  the  Skin  Thin,  is  shown 
by  the  London  Rubber  Co.,  Ltd.,  Hall 
Lane,  Chingford,  London.  E.4.  It  is 
available  in  three  colours :  rose,  blue 
and  primrose. 

Rozalex,  Ltd.,  10  Norfolk  Street. 
Manchester,  2.  introduce  three  additions 
to  their  range:  a  stain-removing  cream, 
a  fruit-stain  removing  cream  and  a 
waterless  skin  cleanser.  The  stain- 
removing  cream  is  claimed  effectively 


producer  of  a  product  for  which  it 
held  a  patent.  Dr.  Smith  later  mentioned 
that  there  were  more  than  1,300  com- 
panies manufacturing  "  ethicals  "  and 
no  one  company  accounted  for  10  per 
cent,  of  sales.  By  contrast,  he  said,  one 
company  accounted  for  50  per  cent,  of 
car  sales  and  a  steel  company  for  28 
per  cent,  of  U.S.  steel.  Among  the  top 
ten  no  one  drug  firm  held  the  lead  for 
long. 

Challenging  earlier  criticisms  of 
American  drug  prices  and  company  pro- 
fits. Dr.  Smith  said  that  during  continu- 
ing inflation  wholesale  drug  prices  had 
gone  up  only  3  per  cent,  in  the  past 
ten  years  while  wholesale  prices  of  all 
industrial  products  had  risen  22  per 
cent,  in  that  period.  Profits  in  the  indus- 
try were  declining;  on  a  sample  of  ten 
drug  firms  the  rate  of  return  on  capital 
dropped  from  26  per  cent,  in  1947  to 
16  per  cent,  in  1959.  [From  Chemical 
and  Engineering  News.] 


and  safely  to  remove  stains  from  the 
skin  caused  by  methyl  violet,  carbon 
paper,  hectograph  inks,  spirit  soluble 
dyestuffs  and  similar  substances.  The 
fruit-stain  removing  cream  is  rubbed 
thoroughly  over  the  stained  area  of  the 
skin  and  wiped  off  with  a  clean  cloth  or 
rinsed  off  with  water.  If  staining  is  ex- 
cessive a  second  application  may  be 
necessary.  A  final  washing  of  the  hands 
afterwards  in  the  normal  way  is 
advised.  The  waterless  skin  cleanser, 
when  applied  to  dirty  hands  and  gently 
rubbed,  liquefies  and  emulsifies  dirt  and 
grime  so  that  the  hands  can  then  be 
wiped  dry  and  clean  with  a  cloth  or 
paper  tissue. 

Recently  introduced,  the  Unic  bat- 
tery-operated Swiss-made  shaver  was 
demonstrated  on  the  stand  of  Haynor. 
Ltd.,  167  Greyhound  Road.  London, 
W.6  (sole  distributors  for  London  and 
South  of  England).  The  Unic  runs  on  a 
U2  battery.  The  blades  are  of  tempered 
steel  and  rotate  at  7-8,000  r.p.m.  The 
motor,  which  is  totally  enclosed,  does 
not  require  oiling  or  adjusting,  is 
mounted  on  ball  bearings  and  is  sup- 
pressed against  television  and  radio 
interference. 

Among  the  products  being  shown  by 
Andre  Philippe,  Ltd.,  16  Cosway 
Street,  Marylebone,  London,  N.W.I,  is 
the  company's  new  "  50/50  "  hair  lac- 
quer for  men  which  is  in  aerosol  form. 
Also  being  shown  by  the  company  are 
their  men's  new  toilet  water  in  lavender 
and  Cologne  fragrances,  and  a  new  size 
pack  of  Andre  Philippe  liquid  shampoo 
sufficient  for  six  washes. 

Profits  from  the  sales  of  bottles  of 
bubbly  Stergene  from  the  stand  of 
Domestos,  Ltd.,  Newcastle-upon-Tyne, 
are  to  be  donated  to  charity. 

PHOTOGRAPHIC  NOTES 

"  Photo-Cinema-Optics  Bienal." — The 

third  International  Photo-Cinema- 
Optics  Bienal  is  being  held  in  the  new 
Centre  National  des  Industries  Tech- 
niques exhibition  Palace  at  the  Rond- 
Point  de  la  Defense.  Paris.  France. 
April  15-24,  1961. 

Colour  Photography  Processing.  — 

Gevacolor  negative  film  processing  is 
not  carried  out  by  Gevaert  Labora- 
tories, Ltd.,  Great  West  Road,  Brent- 
ford, Middlesex,  and  that  entry  should 
be  deleted  from  the  table  given  in  the 
C.  &  D.,  March  5,  p.  264. 

"  Film  in  the  Hospital." — A  pamphlet 
now  being  sent  to  selected  hospitals  and 
hospital  management  committees  by  the 
education  department  of  the  cine  and 
photographic  division.  Rank  Precision 
Industries,  Ltd..  37  Mortimer  Street. 
London,  W.l,  surveys  the  use  of  films 
in  hospitals;  reviews  projection  equip- 
ment; and  lists  the  more  important  film 
libraries. 

Pre-Budget  Concession.  —  Following 
established  pre-Budget  practice,  Neville 
Brown  &  Co.,  Ltd.,  77  Newman  Street, 
London,  W.l,  offer  to  supply  goods  to 
retailers  on  sale  or  return  in  accord- 
ance with  the  standard  agreement  of 
the  Photographic  Importers'  Associa- 
tion, which  must  be  signed  by  the  re- 
tailer. The  agreement  operates  until 
Budget  Day,  1960,  and  covers  all 
photographic  goods  to  a  value  of  not 
less  than  £15  list  price,  exclusive  of  tax. 


COAL  TAR  DYES 

An  American  inquiry  to  determine  toxicity 


A  GOVERNMENT  investigation  is 
being  held  in  Washington  to  determine 
if  the  use  of  fourteen  colour  dyes, 
derivatives  of  coal  tar,  should  be  pro- 
hibited. A  prohibition  order  was 
made  during  October  but  has  been  sus- 
pended to  allow  the  industry  to  present 
its  case  more  fully.  Dr.  O.  G.  Fitz- 
hugh  (chief  of  the  Food  and  Drugs 
Administration's  toxicity  branch)  said 
at  the  inquiry  that  nine  coal  tar  col- 
ours, used  in  lipsticks  and  other 
cosmetics  were  toxic,  and  he  cited  the 
results  of  experiments  during  which 
rats  were  fed  with  the  dyes.  The 
Pharmaceutical  Manufacturers'  Asso- 
ciation claimed  that  the  extensive  use 
of  the  dyes  was  an  indication  of  their 
safety  and  suggested  that  the  concentra- 
tion of  the  coal  tar  derivatives  in  the 
diet  of  the  test  animals  was  compara- 


tively "  millions  of  times  greater  than 
the  concentrations  normally  used  in 
pharmaceutical  preparations."  Some 
firms  had  distributed  millions  of  pills, 
tablets  and  capsules  and  thousands  of 
gallons  of  pharmaceutical  products  for 
upwards  of  ten  or  fifteen  years  without 
any  complaints  attributable  to  the  use 
of  any  colours  in  those  products.  Dr. 
G.  Robert  Clark  (a  member  of  the 
toxicity  branch  of  the  Food  and  Drug 
Administration)  admitted  during  cross 
examination  that  in  spite  of  the  animal 
tests  there  was  still  no  evidence  of  the 
derivatives  having  ever  killed  a  human 
being.  Mr.  F.  Holloway  (representing 
the  Toilet  Goods  Association)  asked 
the  examiner  to  keep  in  mind  that  the 
coal  tar  derivatives  were  intended  for 
topical  application  by  human  beings 
and  not  as  "  feed  for  rats." 
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IN  PARLIAMENT 

By  a  Member  of  the  Press  Gallery,  House  of  Commons 


REPLYING  to  Mr.  J.  Rankin  on 
March  3,  Mr.  F.  J.  Erroll  (Minister 
of  State,  Board  of  Trade)  said  that 
applications  for  licences  to  import 
chemicals  from  China,  under  the 
arrangements  announced  in  Notices  to 
Importers  No  921,  amounted  in  value 
to  £450,000. 

The  Budget 

Mr.  R.  A.  Butler  announced  on 
March  3  that  the  Chancellor  of  the 
Exchequer  is  to  present  his  Budget  on 
April  4. 

Chemical  Fertilisers 

Mr.  A.  J.  Irvine  was  told  by  Mr. 
J.  Rodgers  (Parliamentary  Secretary, 
Board  of  Trade)  on  March  3  that  con- 
sultations had  begun  with  those 
concerned  in  the  chemical  fertiliser  in- 
dustry concerning  the  recent  report  of 
the  Monopolies  Commission. 

Oral  Contraceptives 

Mr.  Sydney  Irving  was  assured  by 
Mr.  Derek  Walker-Smith  in  a  written 
reply  on  March  7  that  the  limited  clini- 
cal trials  of  oral  contraceptives  were 
being  carried  out  under  medical  super- 
vision and  that  adequate  precautions 
were  being  taken  for  the  safety  of  those 
participating. 

Restrictive  Trading  Agreements 

Mr.  J.  Rodgers  informed  Mr.  G.  H. 
Oliver  in  a  written  reply  on  March  3 
that  the  Board  of  Trade  had  so  far 
given  directions  to  the  Registrar  of 
Restrictive  Trading  Agreements,  author- 
ising him  to  remove  particulars  of 
seven  agreements  from  the  register,  as 
being  of  no  substantial  economic  signi- 
ficance. 

Diphtheria  Immunisation 

Questions  concerning  the  use  of 
diphtheria  prophylactics  upon  certain 
Walthamstow  children  who  had  con- 
tracted the  disease  were  asked  by  Mrs. 
J.  S.  Butler.  In  a  written  reply  on 
March  7,  Miss  E.  Pitt  (Parliamentary 
Secretary,  Ministry  of  Health)  stated 
that  the  child  who  died  had  not  been 
immunised.  Three  out  of  five  other 
children  who  also  contracted  diphtheria 
had  not  been  immunised;  one  was  im- 
munised in  1952;  one  was  immunised 
in  1954  and  given  a  reinforcing  dose 
of  diphtheria  prophylactic  in  1959. 

C.N.S.  Drugs 

That  his  power  to  make  rules  about 
poisons  did  not  extend  to  the  control 
of  advertisements  was  stated  by  Mr. 
R.  A.  Butler  (Secretary  of  State  Home 
Department)  in  a  written  reply  to  Mr. 
F.  Noel-Baker  on  March  3. 

In  a  similar  reply  on  that  date  to  a 
question  by  Mrs.  J.  S.  Butler  asking 
when  Preludin,  Persomnia,  Relaxa, 
Menopax  and  Miltown  would  become 
available  on  prescription  only  Mr. 
R.  A.  Butler  stated  that  he  must 
consider  "  such  representations  as  I 
may  receive  before  the  end  of  this 
week  [week  ending  March  5]  from 
those  concerned.  Thereafter  there  will 
be  no  avoidable  delay." 


Agricultural  Sprays 

Replying  to  Mrs.  J.  S.  Butler  on 
March  7.  Mr.  J.  B.  Godber  (Joint 
Parliamentary  Secretary.  Ministry  of 
Agriculture.  Fisheries  and  Food)  stated 
that,  by  voluntary  agreement,  the  use 
of  alkali  arsenites  for  spraying  potato 
foliage  would  cease  after  the  1960 
potato  harvest.  Surveys  had  shown  that 
potatoes  from  crops  so  treated  did  not 
contain  residues  dangerous  to  con- 
sumers. The  main  risk  was  to  operators 
and  to  cattle.  He  was  confident  that 
those  concerned  would  exercise  the 
most  stringent  safety  precautions  during 
the  final  season.  The  extra  period 
would  be  of  great  value  for  the  com- 
mercial development  of  suitable  sub- 
stitutes. 

Purchase  Tax  and  N.H.S. 

Sir  M.  Stoddart-Scott  asked  the 
Minister  of  Health  what  would  be  the 
saving  to  the  National  Health  Service 
if  purchase  tax  were  removed  from  all 
drugs  and  dressings;  and  to  what  extent 
such  a  reduction  would  reduce  the  cost 
of  dispensing. 

Mr.  Derek  Walker-Smith  (Minister 
of  Health)  in  a  written  reply  on 
March  7,  stated  that  no  precise  figures 
were  available,  but  it  was  estimated 
that  the  annual  saving  to  the  National 
Health  Service  in  England  and  Wales 
would  be  of  the  order  of  f|  million. 
So  far  as  prescriptions  dispensed  by 
chemists  were  concerned,  removal  of 
the  tax  would  reduce  the  average  cost 
by  less  than  a  penny. 

Virus  Escape 

Sir  A.  Hurd  asked  the  Minister  of 
Agriculture,  Fisheries  and  Food  if  he 
had  received  a  report  on  the  escape  of 
virus  from  the  Pirbright  Research 
Station.  Mr.  John  Hare  (Minister  of 
Agriculture)  in  a  written  reply  on 
March  3  stated  that  no  precise  evidence 
of  the  way  in  which  the  virus  had  been 
transmitted  and  affected  cattle  at  Wor- 
plesdon  had  come  to  light  after  a 
thorough  review  of  the  stringent  pre- 
cautions that  were  enforced.  Since  it 
was  accepted  that  an  escape  took  place, 
it  was  thought  that  air-borne  infective 
particles  escaped  through  the  ventila- 
tors of  one  of  the  isolation  compounds 
and  contaminated  the  ground  in  the 
vicinity.  Thereafter  there  was  some 
mechanical  transport  of  the  virus  pro- 
bably by  a  wild  animal  or  bird. 

Migraine 

During  an  adjournment  debate  on 
March  4,  Mr.  John  Rankin  asked  the 
Minister  of  Health  to  encourage  more 
research  work  into  the  treatment  of 
migraine.  Miss  Edith  Pitt  (Parlia- 
mentary Secretary,  Ministry  of  Health) 
said  there  had  been  considerable 
research  into  the  nature  of  the  blood 
vessels  which  might  be  affected,  into 
the  sensory  pathways  concerned  with 
head  pains  and  into  the  visual  disturb- 
ances also  often  characteristic  of 
migraine.  She  was  advised  by  the  Medi- 
cal Research  Council  that  this  was  a 
most  promising  line  of  investigation. 
Clinical  aspects  of  migraine  had  been 


extensively  studied,  and  a  :  number  .  of 
drugs  had  been  tested  clinically^  at  such 
hospitals  as  the  National  Hospital  far 
Nervous  Diseases  at  Queen  Square,  and 
the  King's  College  Hospital,  but  none 
had  been  found  to  be  significantly  bet- 
ter than  the  currently  accepted  reme- 
dies. 

COMPANY  NEWS 

Previous  year's  figures  in  parentheses 

NEWBERY  &  PHILLIPS,  LTD.— 
Mr.  Charles  Edward  Jones  has  assumed 
the  office  of  chairman  following  the 
death  of  Miss  F.  A.  Gerhold  (see  p. 
284). 

ANCHOR  CHEMICAL  CO.,  LTD. 
— Group  net  profit  for  year  to  Nov- 
ember 30,  1959,  £89,438  (£72,348).  divi- 
dend 20  per  cent.  (17j  per  cent.)  and 
one-for-two  scrip  issue. 

DUBARRY  PERFUMERY  CO., 
LTD.— Dividend  for  1959,  10  per  cent. 
(7i  per  cent.).  Group  profit  £38,277 
(£28.568).  before  tax  £15,971  (£14.899). 
To  general  reserve  £7,000  (nil).  For- 
ward £29,572  (£25,337). 

FISONS,  LTD.,  and  THE  BRITISH 
DRUG  HOUSES.  LTD.— Fisons,  Ltd., 
raised  their  offer  for  the  issued  Ordin- 
ary capital  of  The  British  Drug  Houses, 
Ltd.,  on  March  2  from  £7-4  millions  to 
about  £8  millions.  The  offer,  which 
was  due  to  close  on  March  9,  increased 
to  eleven  (from  ten)  £1  Fisons  Ordin- 
ary for  every  twenty  B.D.H.  5s.  units. 
There  was  no  change  in  the  cash  con- 
sideration, which  was  50s.  for  every 
twenty  B.D.H.  Ordinary  shares,  nor 
in  the  offer  for  Preference  stock. 
Following  publication  of  the  second 
offer,  the  B.D.H.  chairman  (Mr.  G. 
Eley)  said  that  the  revised  terms  "  do 
not  justify  us  from  changing  our  origi- 
nal recommendations  that  shareholders 
should  not  part  with  their  B.D.H. 
stock."  An  important  announcement 
about  their  research  activities  would  be 
made  within  a  few  days  (see  p.  280). 
Commenting  on  that  statement  Sir 
Clavering  Fison  (chairman,  Fisons, 
Ltd.),  said  that  his  company  had  no 
prior  knowledge  of  the  development 
and  in  any  case  it  would  not  have 
influenced  the  bid  decision.  "  We  have 
had  too  much  experience  of  failure  of 
promising  new  discoveries."  But  if 
the  new  product  were  good,  then 
Fisons  were  better  equipped  than 
B.D.H.  to  develop  and  market  it,  he 
claimed.  The  profits  from  the  chemical 
companies  in  the  Fisons  group  in  the 
first  half  of  the  year  (June-December 
1959)  were  rather  more  than  double 
those  of  the  corresponding  months  in 
the  previous  year,  Sir  Clavering  added. 
In  the  year  ended  June  30,  1959,  profits 
from  the  chemical  division  were 
£500.000  higher  than  those  of  the  previ- 
ous year.  [At  the  time  of  going  to  press 
Fisons.  Ltd..  had  not  announced  the 
fate  of  their  second  offer.] 

New  Companies 

R.  H.  FOX  &  SON  (CHEMICAL 
ENGINEERS).  LTD.  (P.C.).— Capital 
£7,500.  Directors:  Reginald  H.  Fox, 
John  W.  Burton  and  Peter  B.  Cochran. 
R.O. :  Trading  Estate,  Billericay,  Essex. 

IBBOTSONS  CHEMISTS.  LTD. 
(P.C.).— Capital  £6,000.  To  carry  on  the 
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business  of  wholesale,  retail,  and  ana- 
lytical chemists,  etc.  Directors:  George 
D.  W.  Ibbotson,  M.P.S.,  Phyllis  Ibbot- 
son  and  John  G.  M.  Ibbotson.  R.O.: 
2  Bridge  Street,  Castleford,  Yorks. 

HAYWOOD  &  TAYLOR,  LTD. 
(P.C.).— Capital  £100.  To  carry  on  the 
business  of  chemists,  druggists  and 
librarians.  Directors:  Dudley  L.  S. 
Taylor,  M.P.S.,  and  Joyce  B.  Haywood, 
M.P.S.  R.O.:  124  Clay  Lane,  Coventry. 

GEOFF  EXLEY  (CAMERAS),  LTD. 
(P.C.).— Capital  £100.  To  acquire  the 
business  of  photographic  dealers  and 
drug-store  proprietors  carried  on  by  G. 
and  J.  C.  Exley  at  Blackpool,  etc.  Sub- 
scribers :  Geoffrey  Exley  and  Joyce  C. 
Exley.  The  first  director  is  Geoffrey 
Exley.  R.O. :  165  Church  Street,  Black- 
pool. 

BUSINESS  CHANGES 

EVAN  WILLIAMS  BEAUTY 
AIDS,  LTD.,  is  the  new  title  adopted 
by  Evan  Williams  Co.,  Ltd.,  52  Fore 
Street,  London,  N.18. 

KENT  &  SON  (F.  C.  KENT, 
M.P.S.),  104  Walton  Road,  East  Mole- 
sey,  Surrey,  has  been  acquired  by  Mr. 
J.  F.  Norrie,  M.P.S.,  Walton-on- 
Thames. 

MR.  WILLIAM  M.  GRIER,  M.P.S., 
has  acquired  the  business  of  A.  Turner 
&  Co.,  50  Buccleuch  Street,  Dumfries. 
From  March  18  the  business  is  being 
transferred  to  new  premises  at  116 
Friers  Vennel,  Dumfries,  and  will  trade 
as  William  M.  Grier,  M.P.S. 

CHEMSTRAND,  LTD.,  have  opened 
an  area  office  in  Scotland  at  38  Bath 
Street,  Glasgow,  C.2  (telephone:  Doug- 
las 5252).  Mr.  J.  Huggan  (area  sales 
manager  for  Scotland  and  Ireland)  is  in 
charge  of  the  office  and  will  be  assisted 
by  Mr.  R.  Vernon  (area  sales  represen- 
tative). 

Appointments 

RADIOL  CHEMICALS,  LTD.,  78 
Upper  Richmond  Road,  London, 
S.W.I 5,  have  appointed  Mr.  Michael 
Blake  representative  for  their  southern 
Home  Counties  territory. 

GOSHO  CO.,  LTD.,  Stone  House, 
Bishopsgate,  London,  E.C.2,  have 
appointed  Mr.  Peter  D.  Newmark  to 
their  staff.  He  will  be  dealing  with 
imports  and  exports  of  chemicals, 
metals  and  machinery. 

CULLINGFORD  OF  CHELSEA, 
Kirkby,  Liverpool,  have  appointed 
Messrs.  G.  Slaughter  and  L.  Goodwin 
their  junior  representatives  to  work 
under  Mr.  J.  Gosling  (area  supervisor 
for  the  North  of  England  and  Scot- 
land). Mr.  G.  V.  Underwood  has  been 
appointed  area  supervisor  for  the 
South  of  England. 

BAYER  PRODUCTS,  LTD.,  Kings- 
ton-on-Thames, Surrey,  announce  the 
following  appointments  resulting  from 
an  internal  reorganisation  of  sales  and 
promotion  activities: — Mr.  Dennis 
Boyles,  M.P.S.,  becomes  sales  manager 
of  the  pharmaceutical  sales  division; 
Mr.  Bernard  Hardisty,  M.P.S.,  is  pro- 
moted to  the  position  of  advertising 
manager;  and  Mr.  Richard  Price  be- 
comes public  relations  and  publications 
manager. 


MARRIAGES 

KERRIN  —  BOYD.  —  Recently, 
Francis  J.  Kerrin,  M.P.S. I.,  Wolfe  Tone 
Street,  Sligo,  Eire,  to  Helen  Boyd, 
Ulster  Bank  House,  Castlerea,  co.  Ros- 
common. 

DEATHS 

BAXTER.— On  February  19,  Mr. 
Ronald  William  Ward  Baxter,  M.P.S., 
11  Little  Woodhouse  Street,  Leeds,  2. 
Mr.  Baxter,  who  qualified  during  1915, 
owned  G.  Clarkson,  Ltd.,  chemists,  3 
Wortley  Lane,  Leeds,  11,  Yorks. 

BROAD.— On  February  24,  Mr. 
Herbert  Charles  Broad,  M.P.S.,  52 
Townsend  Avenue,  Southgate,  London, 
N.14,  aged  eighty-seven.  Mr.  Broad 
was  a  past-chairman  of  the  Bath  Phar- 
maceutical Association. 

DAVIES.— On  February  20,  Mr. 
John  Davies,  M.P.S.,  The  Pharmacy, 
Cross  Hands,  nr.  Llanelly,  Carmar- 
thens.    Mr.  Davies  qualified  in  1919. 

GERHOLD.— On  February  23,  Miss 
Florence  Ada  Gerhold,  chairman  and 
managing  director  of  Newberv  & 
Phillips,  Ltd.,  Farleigh  Place,  London, 
N.16,  and  managing  director  of  Rose 
Laird,  Ltd. 

GRAY.— On  March  4,  Mr.  George 
Coghill,  M.P.S.,  41  Windsor  Crescent, 
Berwick-on-Tweed.  Mr.  Craig  qualified 
in  1920. 

KNELLER.— On  February  19,  Mr. 
Frank  Eugen  Kneller,  M.P.S.,  Willow 
Cottage,  Manor  Road,  North  Lancing, 
Sussex,  aged  sixty-one. 

POWELL.— On  March  6,  Mr.  John 
Montague  Powell,  M.P.S.,  59  St.  Mary's 
Butts,  Reading,  Berks.  Mr.  Powell 
qualified  during  1906.  An  article  on 
the  business  of  Powell  &  Son,  Ltd.,  of 
which  he  was  a  director,  was  published 
in  the  C.  &  D.,  January  24,  1959, 
p.  88. 

RANKIN.— On  February  17,  Mr. 
George  William  Rankin,  M.P.S.,  27 
Darnley  Road,  Gravesend,  Kent.  Mr. 
Rankin  qualified  in  1922. 

TODD.— On  February  21,  Mr. 
Marmaduke  William  Todd,  M.P.S.,  21 
Church  Road,  St.  Annes-on-Sea,  Lanes. 
Mr.  Todd  qualified  in  1920. 

WYLLIE. — Recently,  after  a  short 
illness,  Mr.  James  Robert  Wyllie,  2 
Whitehall  Road,  Gateshead,  aged 
sixty.  Mr.  Wyllie  succeeded  to  his 
fathers  business  35  years  ago,  and  was 
a  member  of  the  local  Pharmaceutical 
Committee  for  twenty  years.  He  had 
been  the  pharmaceutical  representative 
on  the  Gateshead  Executive  Council 
since  1948. 

PERSONALITIES 

MISS  M.  F.  FARO,  M.P.S.,  chief 
pharmacist  at  the  Royal  Alexandra 
Hospital  for  Sick  Children,  Brighton, 
for  thirty-two  years,  retired  recently. 

MRS.  A.  M.  WAIN,  wife  of  Mr. 
S.  F.  Wain,  M.P.S.,  Norbury  Moor, 
Hazel  Grove,  Ches,  who  recently  won 
£15,000  in  a  football  pool,  hopes,  after 
a  visit  to  relatives  in  America,  to  con- 
tribute to  extensions  to  her  husband's 
pharmacy  at  Upper  Brook  Street, 
Chorlton-on-Medlock,  Manchester. 


MR.  J.  E.  WILLIAMS,  M.P.S.,  of 
the  United  Bristol  hospitals,  left  Bri- 
tain recently  for  Bengal  as  adviser, 
under  the  World  Health  Organisation, 
upon  medical  supply  arrangements  in 
that  country.  Mr.  Williams,  an  Associ- 
ate of  the  Institute  of  Hospital  Admini- 
strators, is  expected  to  be  away  for 
three  months.  He  has  already  on  pre- 
vious occasions  been  seconded  to 
W.H.O.  in  order  to  assist  in  Ceylon 
and  Afghanistan  in  a  similar  capacity. 

MR.  DIXON  TAYLOR,  M.P.S., 
Tynemouth,  was  recently  appointed 
captain  of  the  Northumberland  and 
Durham  Golfing  Society,  of  which  at 
the  same  time,  MR.  H.  FINDLAY, 
M.P.S.,  Heaton,  Newcastle-on-Tyne, 
was  appointed  secretary.  Mr.  Taylor 
will  be  in  charge  of  the  golfing 
arrangements  at  the  British  Pharma- 
ceutical Conference  meeting  in  New- 
castle-on-Tyne in  September,  when  the 
Conference  golf  competition  will  be 
played  off  at  Brancepeth  Castle. 

MR.  W.  S.  BENJAMIN,  M.P.S., 
who  is  chief  pharmacist  of  Lambeth 
Hospital,  has 
accepted  a 
newly  created 
post  which  will 
officially  com- 
bine the  respon- 
sibilities  of 
chief  pharma- 
cist of  an  acute 
general  hospital 
with  work  on 
behalf  of  a  re- 
gional pharma- 
ceutical advi- 
sory committee. 
The  appoint- 
ment, which  is 

to  be  at  the  new  Crawley  Hospital,  has 
been  made  jointly  by  the  South-west 
Metropolitan  Regional  Hospital  Board, 
and  the  Redhill  Group  Hospital  Man- 
agement Committee.  The  hospital  is 
one  of  the  first  general  hospitals  to  be 
built  since  the  inception  of  the  National 
Health  Service,  and  is  intended  to 
serve  the  rapidly  expanding  industrial 
area  at  Crawley.  It  will  ultimately  have 
about  270  beds  and  large  casualty  and 
out-patient  departments.  The  first  part 
is  expected  to  be  opened  towards  the 
end  of  the  year  or  early  in  1961.  Mr. 
Benjamin  takes  up  his  new  appoint- 
ment on  April  19  and  until  the  hospital 
opens  will  be  provided  with  an  office 
at  Smallfields  Hospital,  Horley,  Surrey. 
Since  its  inception  in  1949,  Mr.  Benja- 
min has  been  secretary  of  the  South- 
west Metropolitan  Hospital  Pharma- 
cists' Committee,  a  role  he  has  filled 
with  enthusiasm  and  distinction.  A 
great  deal  of  the  original  planning  was 
of  necessity  done  by  committee  mem- 
bers in  their  own  time.  The  impor- 
tance which  the  Regional  Hospital 
Board  attaches  to  the  work  of  its  phar- 
macists' committee  has  now  been  recog- 
nised in  that  it  is  prepared  to  provide 
a  part-time  secretary. 

OVERSEAS  VISITS 

MR.  D.  F.  HAYDON  (chief  techni- 
cal sales  representative,  Baird  &  Tatlock 
(London),  Ltd.  and  Hopkin  &  Williams, 
Ltd.),  is  visiting  important  customers 
in  Holland  to  discuss  requirements  for 
laboratory  instruments  and  reagents. 
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STATUTORY  COMMITTEE 


FIVE  cases  were  considered  by  the 
Statutory  Committee  at  a  meeting  in 
London  on  March  2.  The  first  was  a 
resumed  inquiry  into  the  case  of  a  phar- 
macist called  upon  to  answer  informa- 
tion from  which  it  appeared  that  he 
had  been  convicted  of  embezzling  the 
sum  of  £152  17s.  from  his  employers 
and  sentenced  to  six  months'  imprison- 
ment. The  pharmacist  concerned  had 
first  appeared  before  the  Committee  in 
November  1956,  when  the  inquiry  was 
adjourned  for  two  years,  after  which 
period  he  was  required  to  submit  two 
certificates  of  his  good  behaviour  dur- 
ing that  time,  one  of  them  from  a  phar- 
macist. The  inquiry  was  resumed  on 
March  4,  1959,  but  the  pharmacist  was 
then  unable  to  furnish  the  required  cer- 
tificates, though  he  had  made  a  token 
payment  of  £25  to  the  company  from 
which  he  had  embezzled  the  money. 
The  resumed  inquiry  was  adjourned  for 
a  further  twelve  months,  at  the  end  of 
which  period  the  pharmacist  was  again 
required  to  provide  two  certificates  of 
good  behaviour,  and  the  pharmacist 
had  written  stating  that  he  would  see 
that  the  necessary  documents  were  sent 
to  the  secretary  of  the  Committee  on 
or  before  February  20,  1960. 

The  Chairman  (Sir  David  Cairns. 
Q.C.),  said  that  the  Committee  had  re- 
ceived one  certificate  from  a  doctor 
with  regard  to  the  pharmacist's  good 
behaviour  but  were  not  prepared  to 
proceed  on  the  basis  of  that  certificate 
alone.  The  inquiry  was  adjourned  for 
two  months  to  give  the  pharmacist  time 
to  produce  further  evidence  of  his  good 
behaviour. 

Committee  Satisfied 

The  second  case  concerned  a  com- 
pany with  four  convictions  for  selling 
poisons  in  dispensed  medicines  other- 
wise than  under  qualified  supervision, 
and  which  had  been  fined  a  total  of 
£20,  with  £3  3s.  costs.  The  case  against 
the  company  was  heard  by  the  Com- 
mittee on  March  4,  1959,  and  adjourned 
for  twelve  months,  when  the  Commit- 
tee would  receive  a  report  from  the 
Society's  inspector  and  from  the  com- 
pany's superintendent  chemist.  At  that 
inquiry  the  Committee  stated  that,  un- 
less a  completely  satisfactory  report 
was  received  from  each  of  those  two 
persons,  it  might  be  assumed  that  a 
direction  would  be  given  against  the 
company  after  the  twelve  months' 
adjournment.  At  the  resumed  hearing, 
the  chairman  told  the  company's  un- 
qualified director  that  the  reports  asked 
for  had  been  received,  and  the  Com- 
mittee were  satisfied  the  company's 
business  had  been  properly  carried  on 
during  the  adjournment.  There  would 
be  no  direction  in  the  case.  The  Com- 
mittee would  take  a  serious  view  if  the 
company  were  to  come  before  them 
again  in  the  future. 

The  next  case  was  one  in  which  it 
appeared  that,  on  December  11,  1959  a 
pharmacist  had  pleaded  guilty  and  had 
been  convicted  at  a  sheriff's  court  of 
offences  under  the  Road  Traffic  Acts 
1930  and  1956.  For  the  first  offence  it 
appeared  that  the  pharmacist  had  been 


Five  cases  considered 

fined  £10  or  sixty  days'  imprisonment 
and  his  driving  licence  endorsed,  and 
for  the  second  offence  fined  £10  or  sixty 
days'  imprisonment. 

Mr.  A.  C.  Castle  (the  Committee's 
investigating  solicitor)  said  that  "  this  is 
one  of  those  difficult  cases  "  where  he 
had  tried  to  obtain  the  attendance  of 
the  police  officer  concerned  with  the 
case  but  the  local  chief  constable  was 
not  prepared  to  allow  the  officer  to 
attend  the  inquiry.  The  chief  constable 
had  sent  a  certificate  of  conviction  and 
a  Press  cutting  about  the  case.  The  facts 
were  that,  on  July  25,  1959,  the  phar- 
macist was  alleged  to  have  overtaken 
another  car  so  closely,  and  cut  in  so 
sharply,  that  there  was  a  collision.  The 
driver  of  the  other  car  had  had  to 
brake  hard  and  his  son,  who  was  sitting 
beside  him,  had  been  thrown  forward, 
suffering  slight  injury.  It  was  further 
complained  that  the  pharmacist  did  not 
stop  after  the  collision  and  that  when 
the  police  had  visited  the  pharmacist's 
home  that  evening  they  were  told  by  the 
pharmacist's  wife  that  he  was  in  bed 
and  that  the  police  would  therefore 
have  to  come  back  to  see  him  the  next 
morning. 

His  Normal  Practice 

Giving  evidence  at  the  inquiry,  the 
pharmacist  said  that  the  accident  was  a 
"  very  minor  one  "  and  the  damage  was 
so  slight  that  he  had  not  even  known 
that  he  had  hit  the  other  car.  It  was 
his  normal  practice  to  go  to  bed  around 
9  p.m.  He  admitted  in  answer  to  the 
chairman  that  he  had  pleaded  guilty 
to  the  charges  at  the  sheriff's  court 
hearing.  In  answer  to  Mr.  Castle  he 
said  that  he  had  been  interviewed  by 
the  police  upon  the  matter  about  a 
week  later.  He  agreed  that,  according  to 
the  Press  cutting,  the  sheriff  had  com- 
mented adversely  on  his  action  in  not 
getting  up  from  his  bed  to  see  the 
police.  Mr.  Castle  told  the  inquiry  that 
a  warning  letter  had  been  sent  the  phar- 
macist on  the  chairman's  instructions  in 
respect  of  the  pharmacist's  conviction 
in  March  1957,  when  he  was  fined  £20 
and  banned  from  driving  for  a  year  for 
driving  a  motor-car  under  the  influence 
of  drink;  and  that  a  second  warning 
had  been  sent  in  July  1959  after  it 
appeared  that  the  pharmacist  had  been 
convicted  of  purchasing  or  receiving 
four  motor-car  seat  covers,  knowing 
them  to  have  been  stolen. 

The  Chairman,  announcing  the  Com- 
mittee's decision,  said  that  they  did  not 
regard  the  offence  of  driving  without 
due  care  and  attention,  in  that  case,  as 
being  a  conviction  liable  in  itself  to 
lead  to  the  pharmacist's  removal  from 
the  register,  but  they  did  so  consider 
his  failure  to  stop  after  the  accident. 
That  was  the  third  occasion  on  which 
the  pharmacist  had  been  convicted  and 
on  both  previous  occasions  he  had  re- 
ceived warnings  from  the  Committee. 
Although  those  offences  were  not  con- 
cerned with  the  pharmacist's  pharma- 
ceutical activities  it  was  that  kind  of 
conduct  which  lowered  pharmacists  in 
the  eyes  of  the  public  and  tended  to 
bring  the  profession  into  disrepute  and 


to  make  the  pharmacist  himself  a  per- 
son unfit  to  be  on  the  register.  The 
purpose  of  the  past  warnings  was  to 
enable  the  pharmacist  to  avoid  convic- 
tions in  the  future,  and  not  to  appear 
before  that  Committee.  Unfortunately 
he  had  taken  no  heed  of  those  warn- 
ings, and  the  Committee  had  seriously 
considered  whether  to  remove  his  name 
from  the  register.  They  had  decided, 
however,  to  defer  action  for  one  year 
so  as  to  give  the  pharmacist  the  chance 
to  appear  before  the  Committee  with 
certificates  from  two  people,  one  of 
them  a  pharmacist,  showing  that  he 
had  been  of  good  behaviour  for  that 
year.  If  during  the  year  the  pharmacist 
was  guilty  of  any  further  conduct  that 
led  to  conviction,  or  misconduct  at  any 
time,  the  Committee  would  take  a 
serious  view  of  it.  From  the  pharma- 
cist's demeanour  that  afternoon  the 
Committee  still  did  not  think  that  he 
had  realised  the  seriousness  of  his 
appearance  before  the  Statutory  Com- 
mittee. 

Illegal  Strychnine  Sale 

The  next  two  cases  were  taken 
together.  They  concerned  a  company 
which,  at  a  magistrates'  court,  had 
pleaded  guilty  to,  and  been  convicted 
of,  illegally  selling  by  retail  strychnine 
not  as  an  ingredient  in  a  medicine  and 
contrary  to  rule  16  of  the  Poisons 
Rules,  1952  (as  amended  by  the  Poi- 
sons Rules,  1958)  and  contrary  to  Sec- 
tion 24  (1)  of  the  Pharmacy  and  Poisons 
Act,  1933,  for  which  offence  the  com- 
pany had  been  fined  £30  and  ordered 
to  pay  £5  5s.  costs.  It  appeared  from 
the  facts  leading  to  that  conviction  that 
the  superintendent  chemist,  who  was 
also  a  director  of  the  company,  might 
have  been  guilty  of  such  misconduct 
as  to  render  him  unfit  to  be  on  the 
register.  Mr.  A.  C.  Castle  appeared  to 
put  the  facts  before  the  Committee,  and 
Mr.  M.  A.  Polden  for  the  company  and 
the  superintendent  chemist.  Mr.  Castle 
put  in  the  notice  of  conviction  of  the 
company.  He  said  that  Mr.  J.  C. 
Coombes  (an  inspector  of  the  Pharma- 
ceutical Society)  had  visited  the  com- 
pany's premises  and  had  seen  in  the 
poisons  register  the  record  of  a  sale 
of  100  gm.  of  strychnine  for  the  destruc- 
tion of  moles.  Mr.  Coombes  had  asked 
the  pharmacist  in  charge  for  the  neces- 
sary certificate  required  under  Rule  16 
of  the  Poisons  Rules,  and  Mr.  Castle 
commented :  "  If  a  pharmacist  of  ex- 
perience does  not  know  of  the  effect  of 
Rule  16  then  he  is  making  a  most 
serious  admission  of  ignorance  of  a 
most  important  piece  of  pharmaceutical 
legislation."  When  asked  for  the  certifi- 
cate the  pharmacist  had  said  that  he 
had  had  a  certificate  but  must  have 
destroyed  it.  Mr.  Castle  pointed  out 
that  under  the  Rules  such  certificates 
must  be  kept  by  the  seller  assumedly 
for  ever.  The  Society's  inspector  had 
asked  the  pharmacist  why  he  had  de- 
stroyed the  certificate  and  the  pharma- 
cist had  replied  that  he  had  not  thought 
it  was  necessary  to  keep  it.  Mr.  Castle 
suggested  that  in  fact  no  such  certificate 
existed.  "  In  fact  it  was  a  sale  without  a 
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permit  at  all."  The  pharmacist  was 
later  asked  to  which  certificate  he  had 
been  referring  and  had  said  "  a  certifi- 
cate issued  by  some  farming  commit- 
tee." The  pharmacist  had  said  that  he 
had  specially  obtained  the  strychnine 
for  the  particular  customer;  he  did  not 
keep  it  in  stock.  Inquiries  were  later 
made  by  the  Society's  inspector  and  it 
transpired  that  the  customer  who  had 
purchased  the  strychnine  had  gone  to 
Canada.  His  father  had  been  seen  and 
it  was  important  to  note  that  the  father 
was  a  gamekeeper.  It  was  obvious  that 
the  strychnine  had  not  been  used  for 
any  unlawful  purpose,  and  if  the  pur- 
chaser had  asked  for  a  certificate  he 
would  most  certainly  have  got  it.  But 
committees  entitled  to  issue  certificates 
normally  did  not  issue  them  for  more 
than  1  oz.,  whereas  in  the  case  under 
consideration  about  3|  oz.  had  been 
supplied. 

Mr.  Polden  said  that  nothing  he 
said,  or  that  the  superintendent  and  his 
witness  would  say,  should  be  taken 
to  indicate  that  the  matter  was  being 
treated  by  the  company  or  the  super- 
intendent pharmacist  as  other  than 
grave  and  serious.  The  way  in  which 
the  transaction  came  about  was  that,  in 
October  1956,  the  superintendent  phar- 
macist employed  a  qualified  pharmacist 
(Mr.  X)  who  lived  in  lodgings  in  which 
there  was  also  Mr.  Y  (the  customer  who 
purchased  the  strychnine).  In  the  course 
of  time  the  customer  was  introduced 
by  the  pharmacist  to  the  superintendent 
chemist.  During  that  time  the  superin- 
tendent chemist  was  given  to  under- 
stand that  Mr.  Y's  father  was  head 
keeper  of  a  large  estate  in  Essex.  On 
one  occasion  Mr.  Y  asked  the  super- 
intendent chemist  if  he  could  supply 
strychnine  for  his  father's  use  in  the 
destruction  of  moles  from  which  pest 
the  estate  was  suffering.  A  special  order 
was  made  for  the  strychnine. 

Consulted  Another  Pharmacist 

At  the  time  of  handing  over  the 
strychnine  the  superintendent  chemist 
recalled  being  shown  a  letter  which, 
although  no  evidence  could  be  pro- 
duced, he  believed  emanated  from  the 
pest  officer  for  the  district  in  which  the 
estate  was  situated.  It  was  admitted  that 
the  letter  did  not  comply  with  the 
needs  of  Rule  16.  The  superintendent 
had  queried  with  the  other  pharmacist 
at  the  time  if  the  letter  was  sufficient, 
and  whether  they  should  inquire  about 
it  at  the  National  Pharmaceutical 
Union,  but  the  other  pharmacist  had 
reassured  him  that  the  letter  was  in 
order. 

It  might  well  have  been  grossly  negli- 
gent of  the  superintendent  chemist,  but 
he  wished  it  to  be  made  clear  that  he 
did  not  wish  to  share  the  responsibility 
for  what  had  happened :  he  took  the 
blame  fully.  He  did  wish  it  to  be  made 
clear  that,  at  the  time,  he  had  little 
doubt  that  he  was  doing  the  right  thing, 
and  that  when  the  pharmacist  at  his 
side  agreed  with  him  his  doubt  went. 
There  was  no  intention  to  hide  the 
transaction  or  to  disguise  it.  There  were, 
said  Mr.  Polden,  two  previous  occa- 
sions on  which  the  company  had  been 
before  the  Committee :  the  first  in 
October  1952  when  the  Committee  had 
inquired  into  allegations  of  substitution 
in  dispensing;  and  the  second  in  Octo- 


ber 1954  when  the  Committee  inquired 
into  the  company's  conviction  for  six 
offences  under  the  Poisons  Rules  and 
the  Pharmacy  and  Poisons  Acts,  for 
which  the  company  were  fined  £5  on 
each  of  the  six  charges,  plus  £8  8s.. 
costs.  On  the  second  occasion  the  Com- 
mittee were  lenient  because  the  offence 
was  of  a  completely  different  type  from 
the  first.  Mr.  Polden  submitted  that  the 
offence  for  which  the  person  affected 
was  before  the  Committee  that  day  was 
even  more  different  from  both  of  the 
other  occasions  than  the  second  was 
from  the  first.  On  both  previous  occa- 
sions there  had  been  conscious  trans- 
gression by  the  superintendent  chemist, 
but  on  the  present  occasion,  though 
grossly  negligent,  he  had  thought  that 
what  he  was  doing  was  in  accordance 
with  the  Rules. 

A  Warning  Given 

Announcing  the  decision  of  the  Com- 
mittee, Mr.  Cairns  said  that  the  Com- 
mittee found  that  the  offence  had  been 
committed  by  the  company  and  com- 
mitted as  a  result,  and  wholly  as  a 
result,  of  the  superintedent  chemist's 
failing  to  observe  the  provisions  of 
Rule  16.  They  found  that  he  had  sup- 
plied the  strychnine  without  having  any 
such  authority  as  was  required  by  Rule 
16.  As  to  the  circumstances  in  which 
the  supply  took  place  the  Committee 
were  left  in  some  doubt,  and  while  they 

BRANCH 

HARROW 

Branch  Resolutions  Debated 

Although  it  was  too  late,  at  a  meet- 
ing of  the  Harrow  Branch  of  the  Phar- 
maceutical Society  on  February  23,  to 
submit  amendments  to  the  Branch 
Representatives'  motions  (see  C.  &  D., 
January  23,  p.  90)  members  en- 
gaged in  a  lively  discussion  on 
the  resolutions.  The  secretary  (Mr. 
G.  Raine)  pointed  out  that  the  motions 
had  not  been  published  when  the 
Branch  last  met  in  January,  and  that 
amendments  to  them  had  to  reach  the 
Society  by  February  20.  The  meeting 
could  not  support  the  Cardiff  motion, 
which  asked  for  an  associate  member- 
ship of  the  Society,  nor  did  it  think 
necessary  the  Birmingham  suggestion 
that  both  metric  and  imperial  dosages 
should  be  printed  on  labels.  That  the 
dosage  should  be  given  was  agreed,  but 
it  was  thought  that  the  pharmacist 
could  use  either  system.  The  issue  of 
directives  from  Bloomsbury  Square,  in 
particular  the  one  on  central-nervous 
system  drugs,  caused  lively  comment, 
particularly  from  the  retail  members, 
who  were  unanimous  in  declaring  that, 
by  conforming  to  the  directive,  they  had 
lost  customers  to  "  one  large  multiple." 
It  was  unanimously  agreed  to  support 
North  Staffordshire's  second  motion, 
which  asked  that  the  Council  should  not 
issue  such  directives  unless  it  was  pre- 
pared to  enforce  them  through  the 
Statutory  Committee.  Since  many  of 
the  resolutions  were  concerned  with 
C.N.S.  drugs  and  as  legislation  govern- 
ing the  sale  of  those  and  other  drugs 
was  now  pending,  it  was  decided  that 
no  useful  purpose  would  be  served  in 
discussing  them.  Before  the  discussion  a 
film  entitled  "  Monganga,"  loaned  by 


were  by  no  means  satisfied  whether  any 
letter  was  produced  to  the  superinten- 
dent chemist  before  the  strychnine  was 
supplied,  or  whether  any  such  letter  was 
in  the  form  proposed,  on  the  other 
hand  the  committee  were  not  satisfied 
that  the  superintendent  chemist  sup- 
plied the  strychnine  in  deliberate  defi- 
ance of  the  Regulations.  It  was  clear 
that,  if  he  was  not  deliberately  breaking 
the  Regulations  he  ought,  as  an  experi- 
enced pharmacist,  to  have  known  that 
what  he  was  doing  was  wrong.  In  all 
the  circumstances  the  Committee  did 
not  find  that  he  was  guilty  of  such  con- 
duct as  would  render  him  unfit  to  be 
on  the  register.  "  But  we  have  to  con- 
sider whether  any  such  direction  should 
be  made  in  respect  of  the  company, 
considering  that  it  is  the  third  occasion 
on  which  they  have  been  before  this 
Committee."  The  first  time  it  had  been 
for  misconduct — substitution — and  the 
second  time  for  supplying  Schedule  4 
drugs  without  a  doctor's  prescription. 
Having  regard  to  the  fact  that  the 
Committee  had  not  made  a  finding  in 
respect  of  the  superintendent  chemist, 
the  Committee  made  no  direction  in 
regard  to  the  company.  "  I  will  add," 
said  the  chairman,  "  that  unless  in  the 
future  the  rules  and  regulations  are 
properly  studied  and  properly  adhered 
to,  the  position  of  the  company  will  be 
one  of  great  danger  if  it  comes  before 
the  Committee  again." 

EVENTS 

Smith  Kline  &  French  Laboratories, 
(Harrow),  Ltd.,  was  shown. 

READING 

Honorary  President's  Gesture 

Reading's  Grand  Old  Man  of  phar- 
macy, ninety-one-year-old  Mr.  F.  W. 
Vasey,  was  unable,  owing  to  accident 
and  illness,  to  attend  the  annual  dinner 
on  March  2  of  the  Reading  Branch  of 
the  Pharmaceutical  Society,  of  which 
he  is  honorary  president.  He  was  not 
prevented  by  his  own  illness  from  mak- 
ing a  generous  gesture  on  behalf  of 
others  in  distress.  The  Branch  chairman 
(Councillor  Bert  Williams)  told  how 
Mr.  Vasey  had  offered  £25  to  a  fund 
for  the  victims  of  the  Agadir  earth 
tremor  disaster,  and  hoped  other  mem- 
bers would  add  their  contributions. 
There  were  two  speakers  at  the  dinner. 
Mr.  G.  F.  Darlow  (town  clerk  of  Read- 
ing) proposed  the  toast  of  the  Pharma- 
ceutical Society.  He  said  that  the  life- 
blood  of  any  Society,  however  efficient 
and  however  wise  its  Council,  was  the 
enthusiasm,  integrity  and  work  of  its 
individual  members.  He  was  extremely 
grateful  as  town  clerk  for  the  service 
rendered  by  the  chemists  of  the  county 
borough  of  Reading.  The  National 
Health  Service,  for  all  its  deficiencies, 
was  still  the  envy  of  the  civilised  world. 
Responding  to  the  toast,  Mr.  Gwilym 
H.  Hughes  (president  of  the  Society) 
corroborated  the  proposer's  estimate 
of  the  N.H.S.  by  mentioning  that  a 
Japanese  delegation  in  Britain  had  in- 
sisted that  it  was  the  British  Health 
Service  above  all  others  that  they 
wished  to  study.  The  menu  at  the  dinner 
was  in  the  form  of  an  EC  10  form, 
with  items  in  Latin,  though  with  trans- 
scriptions  into  English. 
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Correspondence 

Items  for  inclusion  under  this  heading  should  be  sent  in  time  to  reach  the 
Editor  not  later  than  first  post  on  Wednesday  of  the  week  of  insertion. 


Stripes  Plus  Voucher 

Sir, — Further  to  your  letter  on  "  free 
gifts  futility"  (C.  &  D.,  March  5,  p. 
252)  I  would  add  that  the  furniture 
shop  next  door  to  me  and  the  pipe 
shop  next  door  to  a  competitor  in  the 
High  Street  have  been  invited  to  stock 
this  new  striped  tooth-paste  and  have 
been  offered  a  2s.  voucher  as  an  induce- 
ment. We  have  both  written  a  suitable 
letter  to  the  manufacturer  and  suggest 
every  chemist  does  the  same. 

H.  G.  A.  Cripps, 
Hitchin 

How  to  Overcome  Apathy 

Sir, — As  honorary  secretary  of  the 
Somerset  Branch  of  the  National  Phar- 
maceutical Union  and  an  ex-secretary 
of  the  Somerset  Branch  of  the  Phar- 
maceutical Society,  I  realise  how  heart- 
breaking a  task  it  is  to  all  secretaries  to 
get  a  really  good  attendance  at  Branch 
meetings,  especially  if  the  Branch  is  a 
county  one.  For  many  years  Mr.  Pen- 
dray  (the  present  secretary  of  the  Soci- 
ety's Branch)  and  I,  ably  assisted  by 
Mr.  Evans  from  his  end  of  the  county, 
have  tried  hard  to  break  down  pharma- 
ceutical apathy,  and  we  are  now  able 
from  a  membership  of  250  (including 
125  N.P.U.  members)  to  muster  about 
thirty  members  at  each  of  our  meetings. 
From  such  a  scattered  county,  with  no 
really  large  towns  and  diverse  early 
closing  days,  that  is  considered  by  some 
to  be  fairly  good,  but  it  is  certain  that, 
if  every  pharmacist  would  only  make 
the  small  effort  required  to  attend 
Branch  meetings  and  thus  get  to  know 
his  confreres  from  other  districts,  there 
would  be  better  understanding  of  the 
other  fellow's  problems,  and  pharmacy 
would  be  assured  of  more  unanimity 
in  every  way.  This  applies  irrespective 
of  whether  the  pharmacist  concerned 
is  employed  in  hospital,  as  manager  for 
a  company  shop,  or  as  a  proprietor. 

H.  M.  Lovell.  Secretary, 
Somerset  Branch  12.  N.P.U., 
Weston-super-Mare 

Holidays  With  Pay 

Sir, — I  went  to  a  National  Pharma- 
ceutical meeting  the  other  day,  knowing 
full  well  it  would  be  a  waste  of  time. 
But  I  put  the  query  that,  being  a  com- 
pulsory and  fully  paid  member  of  the 
N.P.U. .  I  was  a  member  of  about  the 
only  union  I  know  of  in  which  its 
members  do  not  get  an  annual  paid 
holiday.  The  only  interest  shown  was 
that,  if  I  applied  to  my  Executive  Coun- 
cil in  advance,  they  would  give  permis- 
sion for  me  to  close.  Is  that  a  paid 
holiday?  On  the  other  hand  I  could 
keep  my  shop  open  if  I  obtained  a 
locum.  I  have  written  to  many  and  have 
had  one  acceptance  at  an  extortionate 
fee.  My  holiday  money  gone  before  I 
start.  Is  that  holidays  with  pay?  How- 
ever, since  then  I  have  applied  to  my 
Executive  Council  for  conditions  that 
have  to  be  applied  to  close  one's  shop. 
The  reply  came :  "  There  does  not 
appear  to  be  any  condition  under  which 
we  can  resist  the  closing  of  your  phar- 


macy for  the  purpose  of  annual  holi- 
day." Bearing  in  mind  that  the  doctors 
have  had  a  £4-5  weekly  rise,  surely  it 
would  not  be  asking  too  much  for  our 
Union  to  press  for  a  £50  yearly  bounty 
for  retail  chemists  to  help  them  cover 
the  heavy  locum  fees  that  are  so  preva- 
lent. Or  is  it  a  case  that  the  Union  offi- 
cials get  their  paid  annual  holiday  and 
couldn't  care  less.  An  alternative  could 
be  to  grant  us  a  fortnight's  exemption 
from  our  terms  of  service  but  to  allow 
us  to  keep  open  shop  during  that 
period,  while  not  permitting  the  sale  of 
poisons  or  the  dispensing  of  N.H.S.  pre- 
scriptions, so  that  we  could  at  least,  on 
other  sales,  help  to  recover  a  little  holi- 
day pay.  John  S.  Jones, 
Castle  Gresley 

Prescription  Poser 

Sir, — The  recipe  handed  to  Mr.  M.  A. 
Spencer  Palmer  (C.  &  D.,  February  20, 
p.  199)  suggests  that  the  late  King 
George  V  had  a  rich  sense  of  humour; 
he  would  probably  hand  out  these  "pre- 
scriptions "  with  a  serious  expression 
which  would,  of  course,  be  replaced  by 
his  characteristic  smile  as  soon  as  the 
receiver  had  carefully  put  away  the 
precious  piece  of  paper.  I  am  reminded 
of  an  incident  in  or  about  the  year 
1917  when,  as  a  junior  apprentice,  I 
shared  the  bottle-washing  with  an 
errand-boy  we  hid  nicknamed  "  Vigor- 


ous Velox "  (actually,  he  was  the 
"  slow  "  variety ! ).  On  April  1  I  sent 
him  across  to  a  local  competitor  for 
"  sixpenn'orth  of  elbow  grease."  He 
returned  very  pleased  with  his  purchase 
— the  apprentice  over  the  road  had 
packed  half  an  ounce  of  petroleum  jelly 
duly  labelled  "  elbow  grease — not  to 
be  taken."  I  regret  to  say  I  never  re- 
covered my  sixpence ! 

C.  H.  Patrick, 
Twyford.  Berks 

College  Cries 

Sir, — Your  issue  of  February  20 
carried  an  article  (p.  209)  headed 
"  College  War  Cries."  You  attribute  to 
Westminster  a  hair-raising  cry  which 
as  an  old  student  of  the  College  of 
Pharmacy  (up  the  road  from  West- 
minster) I  never  heard  them  chant. 
They  chanted  something  like: 

"  We  are  we  are  the  WesiminsTAR 
West,  West,  WestminsTAR." 

Our  cry  was : 

Booma  Lack,  Booma  Lacka 

Who  are  we? 
We  are  we  are  the  LCP 
London  College  of  Pharmacy 
No  more  coffee,  no  more  tea 

Beer!  Beer!  !  Beer!  !  ! 

followed  by  a  long  drawn  out 
Ah-h-h-h  !  Of  course  that  may  have 
been  "  pinched "  before  I  arrived  at 
L.C.P. — but  we  certainly  used  it  in 
1926-27,  when  we  won  the  football 
cup  for  West  London  Colleges. 

R.  W.  Wakeford, 
Hayle,  Cornwall 


AGRICULTURAL  CHEMICALS 

New  and  amended  recommendations 


THE  Ministry  of  Agriculture,  Fisheries 
and  Food  have  amended  their  "  recom- 
mendations for  safe  use  "  of  fluoroacet- 
amide.  Certain  of  the  recommendations 
issued  during  May  1959  were  provi- 
sional for  1959  only  and  have  been 
reviewed  in  the  light  of  fresh  "  residue 
data."  The  changes  relate  to  the  crops, 
the  amount  of  fluoroacetamide  and  the 
frequency  of  application.  Strawberries 
and  broad  beans  have  been  included  in 
the  edible  crops  that  may  be  treated. 
The  new  recommended  maximum  rates 
and  frequency  of  application  per  crop 
per  season  are: — Broad  beans  and 
strawberries,  one  application  at  3  oz. 
per  acre:  all  brassicas  and  sugar  beet 
(that  includes  sugar  beet  tops  for 
animal  fodder),  two  applications  each 
at  3  oz.  per  acre.  There  should  be  a 
minimum  interval  of  four  weeks  be- 
tween the  last  application  of  fluoro- 
acetamide and  harvesting  an  edible 
crop.  The  Ministry  state  there  is  insuffi- 
cient evidence  to  enable  recommenda- 
tions to  be  made  on  the  safe  use  of 
fluoroacetamide  on  other  edible  crops. 

The  Ministry  have  also  issued  their 
recommendations  for  the  safe  use  of 
S-(3,  4-dihydro-4-oxobenzo-[l,  2,  3]  tra- 
zin-3-yl)  methyl  OO  dimethyl  phos- 
phorothiolothionate  when  used  in  agri- 
culture and  horticulture.  The  compound 
is  marketed  by  Baywood  Chemicals, 
Ltd.,  37  Bedford  Row,  London,  W.C.I, 
under  the  title  Gusathion,  a  trade  mark 
of  Farbenfabriken  Bayer,  A.G.,  Lever- 
kusen,  Germany.  The  Ministry  consider 


that  the  compound  should  be  included 
in  the  Agriculture  (Poisonous  Sub- 
stances) Regulations  as  a  Second  Sche- 
dule, Part  II,  substance  and  operators 
using  Gusathion  are  to  be  required  to 
wear  the  same  protective  clothing  as 
when  using  parathion.  It  is  recom- 
mended that  the  maximum  rate  of 
application  for  apples  should  be  up  to 
five  applications  (maximum)  each  at 
6j  oz.  per  100-gall.  high-volume  appli- 
cation. For  pears  the  maximum  recom- 
mended rate  is  up  to  three  applications 
at  the  same  concentration.  In  both  cases 
if  applied  at  medium  or  low  volume 
the  quantity  of  active  ingredient  used 
per  acre  should  not  exceed  that  which 
would  have  been  applied  at  a  high 
volume  application.  There  should  be  a 
minimum  interval  of  three  weeks  be- 
tween the  last  application  of  the  com- 
pound and  the  harvesting  of  the  edible 
crop.  The  Ministry  state  there  is  insuffi- 
cient information  to  enable  recommend- 
ations to  be  made  on  the  safe  use  of 
the  compound  on  other  edible  crops. 
The  Ministry  also  recommend  that 
steps  should  be  taken  to  guard  against 
unprotected  persons  entering  sprayed 
areas  for  at  least  one  day,  and  animals 
and  poultry  should  be  kept  away  from 
sprayed  areas  for  at  least  two  weeks. 
All  containers  used  to  store  the  com- 
pound or  a  concentrated  preparation 
of  the  compound  should  be  stored 
tightly  closed  in  a  safe  place  away  from 
children,  livestock,  food,  feeding  stuffs 
and  water  supplies. 
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Valtorin  is  the  first  major 
break-through  in  the  field 
of  mild  analgesics  since  the 
advent  of  aspirin  in  18118. 
Its  main  active  principle  is 
of  completely  new  chemistry 
and — with  a  therapeutic 
index  of  1  : 1,000  — is  six 
times  safer  than  aspirin  and 
more  than  three  t  imes  safer 
than  paracetamol. 
Valtorin  is  more  effective 
and  50%  longer-acting 
than  till  other  mild  analgesics, 
with  none  of  tlie  major 
side-effects.  No  gastric 
irritation,  no  intestinal 
bleeding,  no  constipation. 
Valtorin  is  the  outcome  of 
a  planned  and  deliberate 
research  programme 
extending  over  six  years  and 
is  confidently  expected  to 
supersede  aspirin  and  paracetamol. 
Prescription-potential  is  obvious. 

PACKS  AND  TRICES 


TRADE  AND 
NHS  PRICE 
Is.  4d. 
•2s.  8d. 
100     15s.  0d. 
:100     40s.  Od. 


RETAIL  PRICE 
2s.  4d.  (including  4d.  PT) 
4s.  4  .Id.  (including  7id.  PT> 
Deluding  .'i/Hd.  PT) 
0s.  0d.  (including  10s.  PT) 


■.Mi: 


wm . . . 


Valtorin  contains  the  most  outstanding  new 
mild  analgesic  for  t(0  years. 
Valtorin  is  more  effective  than  any  other  mild 
analgesic — aspirin,  paracetamol  or  codeine. 
Valtorin  is  50%  longer-acting  than  any  other 
mild  analgesic. 

Valt orin's  main  active  principle  is  less  toxic 
than  any  other  mild  analgesic. 
Valtorin  has  none  of  the  major  side-effects 
of  other  mild  analgesics. 
Valtorin  is  a  potent  anti-pyretic. 
Valtorin   is  presented  in  special  flash-dis- 
persal tablets. 


YOU  SHOULD  STOCK  UP  WITH 


VALTORIN 

S-(fl-<:hlorflhjl)-2,3Kllhydra-4-o\o.(l>ciizo.l,.1.oxnziiic)  with  |>lwtu  tin 

/N^N.      Mumtfactured  and  distributed  in  the  I  .A.  by  flizer  Ltd.,  Folkestone,  Kent  for 
0.  H.  IIOKHUINUEK  Si  111 N .  lNHEI.IIEl.U  am  KHE1.N 
Registered  proprietors  of  Die  Trade  Mark.  'fttijil.  Trade  Mark. 
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Hydrochlorothiazide  -  A    Product   of   CIBA  Research 


The  most  potent 

oral  diuretic-antihypertensive 

Esidrex-K 

12.5  mg.  Esidrex  +  600  mg.  Potassium  Chloride 

Simplifies 

Long  Term  or 

High  Dosage  Therapy  in 

patients  who  are  salt-depleted 
either  by  low  salt  diet  or  prior 
diuretic  treatment 

severe  hepatic  renal  or  cardiac  disease 
patients  receiving  digitalis 

In  such  patients  there  is  a  risk  of 
potassium  depletion.     Esidrex-K  contains 
potassium  chloride  enclosed  within 
an  enteric  coating.  It  does  not  cause 
nausea  or  gastric  irritation 

Esidrex — K  available 

in  25's  (6/9).  100's  (25/-)  and  500* s  ( 1 22/-) 

Prices  subject  to  a  retail  discount  of  33£% 
'  Esidrex  '  is  a  regd.  trade  mark.  Regd.  user 

CIBA     LABORATORIES     LIMITED,     HORSHAM,  SUSSEX 

9/60 
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Mass  Advertising  under  Scrutiny 

Mass  advertising,  declares  the  Advertising  Inquiry  Com- 
mittee, is  often  carried  out  in  a  misleading  and  some- 
times deceptive  way,  and  some  of  the  legislation  on 
advertising  is  out  of  date  or  needs  consolidation.  The 
Committee  expresses  those  views  in  a  memorandum 
which  it  has  submitted  to  the  Molony  Committee,  a 
committee  that  is  reviewing  existing  legislation  relating 
to  the  Merchandise  Marks  Acts  and  considering  whether 
new  legislation  is  required  for  the  protection  of  the 
consumer.  The  Advertising  Inquiry  Committee  con- 
siders that  much  modern  advertising  is  not  concerned 
with  information  about  the  quantity  or  the  quality  of 
the  ingredients  of  a  consumer  product.  Advertising 
interests  sometimes  claim  that  it  is  impossible  to  differ- 
entiate between  information  and  persuasion,  and  the 
committee  agrees  that  there  are  sometimes  difficulties. 
But  where  consumer  goods  are  advertised  it  is  usually 
a  simple  matter,  says  the  report,  to  establish  whether 
an  advertisement  does  or  does  not  include  a  factual 
description — such  as  to  state  for  example,  ingredients 
and  net  weight  or  dimensions.  The  committee  suggests 
that  a  legal  requirement  to  include  such  descriptions  in 
all  advertising  matter,  as  well  as  in  descriptive  litera- 
ture and  on  wrappings  and  packings,  could  effectively 
and  usefully  be  imposed  not  only  on  drugs,  medical 
products  and  foodstuffs,  but  also  on  certain  other  house- 
hold necessities.  Another  recommendation  is  that  an 
independent  consumer  council  should  be  set  up,  with 
powers  to  prosecute  in  cases  of  infringements  of  the 
present  law  and  to  advise  the  Government  on  new  legis- 
lation and  on  matters  to  do  with  advertising.  The  com- 
mittee states  that  the  rules  of  conduct  drawn  up  by 
advertising  interests  are  often  violated,  and  that  advi- 
sory bodies  are  largely  ineffective.  It  therefore  recom- 
mends that  the  proposed  consumer  council  should 
supervise  the  work  of  enforcement  bodies.  Another 
proposal  is  that  the  proposed  council  should  be  given 
the  right  to  challenge  an  advertiser  to  substantiate  his 
claims  and  empowered  to  prosecute  where  necessary. 

The  committee  proposes  that  it  should  be  a  statutory 
requirement  that  the  name  of  the  advertising  agent,  or 
other  person  or  body  responsible  for  devising  and  /or 
placing  an  advertisement  should  be  legibly  displayed  as 
part  of  the  advertisement,  whether  at  the  foot  of  the 
newspaper  announcement  or  poster  or  shown  on  the 
screen  in  a  "  television  commercial."  The  suggestion  is 
made  in  the  belief  that  advertising  agencies  would  then 
have  an   interest   in   being   associated   publicly  with 


advertisements  that  were  maintained  at  a  high  standard. 
The  chairman  of  the  Advertising  Inquiry  Committee 
iz  Sir  rienry  Turner  and  its  treasurer  is  Mr.  Christopher 
Hollis.  In  Parliament  Mr.  F.  Noel-Baker  is  an  enthusi- 
astic advocate  for  the  Committee,  and  he  loses  no 
opportunities  to  bring  its  activities  before  the  House, 
especially  during  question  time.  The  committee  has  been 
assisted  by,  amongst  others,  the  Pharmaceutical  Society. 

Benefits  in  Kind 

Where  a  person  is  employed,  and  receives  benefits  in 
kind  from  his  employer,  the  value  of  those  benefits  is 
taken  into  account  for  tax  purposes.  It  is  treated  as 
part  of  his  salary  or  other  emoluments.  The  nature  of 
the  benefit  thus  received  is,  for  all  practical  purposes, 
immaterial.  Whether  it  is  the  cost  of  the  upkeep  of  a 
house  in  which  the  employee  lives,  such  as  the  pay- 
ments for  rent,  rates  or  repairs,  or  whether  it  is  the 
free  provision  of  drinks  or  of  clothes,  makes  no  differ- 
ence. Nor  need  the  benefit  be  one  that  is  to  be  repeated 
from  time  to  time.  Even  a  single  gift  may  find  its  way 
into  the  net  of  the  tax  gatherer,  the  employee  being 
taxed  under  Schedule  E  according  to  the  value. 

The  legal  case  with  the  greatest  bearing  on  the  point 
is  Nicoll  v.  Austin  (1935).  Mr.  Austin  was  the  govern- 
ing director  of  his  company.  He  found  the  cost  of  the 
upkeep  of  the  house  in  which  he  lived  somewhat  expen- 
sive. The  company,  for  the  sake  of  its  prestige,  wanted 
Mr.  Austin  to  continue  to  live  in  his  mansion.  As  an 
inducement  it  agreed  to  meet  the  cost  of  its  upkeep  by 
paying  for  outgoings  (rates,  taxes,  insurance,  gas,  elec- 
tricity, telephone,  repairs,  etc.).  The  court  held  that  all 
those  benefits  which  Mr.  Austin  was  receiving  from  his 
company  were  part  of  his  emoluments,  and  accordingly 
taxable  under  Schedule  E. 

What  may  be  regarded  as  a  further  development  of 
that  principle  resides  in  the  recent  decision  in  Wilkins 
v.  Rogerson,  a  test  case.  The  employers  involved  in  the 
case  had  decided  to  treat  some  of  the  employees  to  a 
free  suit,  overcoat  or  raincoat.  One  employee,  Mr. 
Rogerson,  was  the  defendant  in  the  action.  The  em- 
ployers had  to  pay  over  £14  for  each  suit,  which  Mr. 
Rogerson  had  selected.  Its  second-hand  value  was  agreed 
between  the  taxpayer  and  the  Revenue  Commissioners 
as  being  only  £5.  The  court  held  that  the  value  of  the 
benefit  to  Mr.  Rogerson  was  only  £5  and  not  £14  and 
that  only  the  smaller  amount  was  to  be  taken  into 
account.  The  reasoning  apparently  was  that  Mr.  Roger- 
son  was  to  be  taxed  on  what  went  into  his  pocket. 
When  the  suit  was  received  by  Mr.  Rogerson,  became 
his  property,  and  "  got  into  his  pocket,"  it  had  a  value 
only  of  £5  in  his  hands.  Accordingly  that  was  the  value 
of  the  benefit  which  he  received,  and  for  which  he  was 
taxable.  It  must  not  however  be  supposed  that  all  such 
"  benefits  "  will  be  assessed  for  tax  purposes  at  a  figure 
lower  than  was  originally  paid  for  the  article. 

There  may  well  be  cases  in  which  the  value  to  the 
employee  may  be  much  more  than  the  cost  of  the  gift 
to  the  employer.  Thus  an  employer  may  have  picked 
up  abroad,  for  virtually  a  song,  half  a  dozen  articles 
which  he  may  distribute  among  six  of  his  staff  in  recog- 
nition of  their  excellent  work.  The  second-hand  value 
of  the  article  may  be  considerably  more  than  what  he 
paid.  By  the  recent  decision  the  employee  in  such  a 
case  would  be  taxed  under  Schedule  E  on  the  higher 
second-hand  value. 
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AN  UNSCRIPTED  COMMENTARY  ON  THE 
SPECIAL  PROBLEMS  OF  THE  PHARMACIST 
IN  RETAIL  PRACTICE 

E.  C.  TENNER 


A GROWING  number  of  manufacturers,  though  not  yet 
nearly  enough,  have  come  out  with  simple  schemes 
for  reimbursement  of  the  retailer  in  one  way  or 
another  for  losses  that  may  be  caused  by  Budget  reductions 
of  purchase  tax.  At  present  those  schemes  are  confined  to 
covering  changes  on  goods  purchased  in  the  one  or  two 
months  preceding  the  Budget.  I  do  not  yet  know  of  a 
scheme  whereby  a  manufacturer  undertakes  to  cover,  with 
a  credit  note  or  equivalent  goods,  one-half  of  the  price 
reductions  on  all  his  lines  stocked  by  a  retailer  with  a 
direct  account.  That,  of  course,  would  be  a  logical  and 
equitable  arrangement.  But  the  restricted  schemes  that  have 
been  instituted  are  welcome,  and  do  at  least  recognise  the 
principle  that,  in  present  circumstances,  the  manufacturer 
has  a  moral  responsibility  to  bear  at  least  half  of  a  retailer's 
loss  from  tax  reductions  on  that  manufacturer's  lines.  Ready 
acceptance  by  the  manufacturers  of  that  moral  responsi- 
bility will  do  much  to  remove  pre-Budget  fears  among  re- 
tailers and  to  create  a  mutually  beneficial  goodwill  between 
the  two  classes.  The  cost  of  that  goodwill  will  be  negligibly 
small  compared  with  a  year's  trading  turnover,  and  if,  in 
any  year,  there  are  in  fact  no  Budget  purchase-tax  reduc- 
tions, it  will  be  nothing  at  all. 

Fight  for  Livelihood 

Sentor.  to  which  I  referred  last  month,  is  now  to  be 
offered  by  Smith  &  Nephew,  Ltd.,  Welwyn  Garden  City, 
through  the  retail  trade.  The  initial  sales  have  been  skimmed 
off  by  the  manufacturers  during  the  "  test  "  period  when 
supply  has  been  restricted  to  direct  mail  orders,  and  we 
retailers  are  now  asked  to  stock  at  least  2  doz.  of  this  4s. 
line  so  that  we  can  supply  any  further  demand  that  may  be 
produced  by  further  advertising.  The  manufacturer  says 
(p.  199)  "  2.  We  have  no  belief  that  national  proprietary 
brands  can  be  developed  without  the  full  co-operation  of 
all  retail  pharmacists."  "  3.  The  National  Pharmaceutical 
Union  was  made  aware  of  our  programme."  It  might  be 
unfair  to  suggest  that  statement  No.  2  was  made  after  some 
results  of  the  test  had  been  noted.  It  is  certainly  unfair  for 
the  manufacturer  to  bring  the  name  of  the  N.P.U.  into 
the  matter.  My  Branch  of  that  body  was  certainly  not 
informed  of  this  "  programme  "  for  what  I  consider  to  be. 
from  my  point  of  view,  an  undesirable  method  of  introduc- 
ing a  proprietary  to  the  public. 

We  retailers  must  fight  for  our  livelihood  and  with  eternal 
vigilance  keep  watch.  For  instance,  another  manufacturer, 
John  Wyeth  &  Brother,  Ltd.,  has  written  to  me  about  a  new 
proprietary  Stimplete.  Stimplete.  I  am  informed.  "  is  con- 
trolled by  Schedules  1  and  4  of  the  Poisons  Rules."  That 
means  it  cannot  be  sold  at  all  to  the  public  except  upon 
prescription  and  by  an  authorised  seller  of  poisons.  The 
"  nominal  price  to  the  public  "  (whatever  that  may  mean) 
is  5s.  4d.  each  for  a  4-oz.  pack.  The  "  price  to  chemists  "  is 
48s.  per  doz.  Using  my  profit /cost-price  calculator  sent  to 
me  recently  by  the  National  Pharmaceutical  Union,  I 
quickly  discovered  I  am  thus  offered  a  profit  of  25  per  cent, 
on  any  turnover  I  may  make,  as  an  authorised  seller  of 
poisons,  for  supplying  the  item  on  a  private  prescription. 
A  profit  of  25  per  cent,  on  turnover  is  an  inadequate  offer 
for  a  manufacturer  to  make  for  the  most  professional  ser- 
vice a  pharmacist  can  render.  It  is  not  a  living  profit  and  it 
shows  how  the  manufacturers  assess  the  pharmaceutical 
qualification.  I  personally  cannot  afford  to  work  on  such 
terms.  It  is  bad  enough  that  my  front  counter  has  to  sub- 


sidise my  National  Health  Service  dispensing.  Private  dis- 
pensing margins  must  float  on  their  own  account. 

The  postman  has  just  handed  me  the  first  issue  of  The 
Chemist  and  Druggist  Quarterly  Price  List.  You  who  are 
reading  this  article  will  also  have  received  your  copy.  After 
studying  the  "  Introduction  "  and  "  How  to  use "  pages. 
I  am  convinced  that  the  "  Q.P.L."  is  one  of  the  most  useful 
publications  I  have  ever  received.  Together  with  the  weekly 
cumulative  list  it  will  keep  me  within  a  few  days  of  absolute 
topicality  in  respect  of  prices  and  new  products,  including 
any  restrictions  on  sales.  In  fact,  at  no  extra  cost  to  me  and 
at  a  minimum  of  trouble,  every  question  I  might  need  to 
ask  about  any  proprietary  preparation  is  directly  answered 
except  those  on  composition  and  uses,  and  for  those  I  am 
given  the  maker's  name  and  address  to  refer  to.  In  these 
days  so  many  customers  challenge  prices  that  it  is  often 
difficult  to  know  whether  one  has  made  a  mistake  or 
whether  another  retailer  has  been  "  cutting."  With  the  public 
more  price-conscious  than  it  has  ever  previously  been,  it 
is  a  relief  to  have  a  price  list  like  this  one.  The  list  may  be 
confidently  shown  to  the  customer;  the  heavy  black  type 
of  the  retail  price  stands  out  sufficiently  prominently  from 
the  other  figures  shown  and  renders  them  insignificant  to 
the  eyes  for  which  they  are  not  intended.  The  list  is  cer- 
tainly a  milestone  on  the  road  of  good  retailing.  The 
N.P.U.  profit /cost-price  calculator  gadget  was  probably  an 
expensive  production  and  in  my  opinion  is  of  little  use,  but 
the  N.P.U.  must  be  praised  for  the  new  carboy-motif  stock 
showcards  it  has  just  produced.  The  discreet  use  of  those 
attractive  cards,  related  with  the  carboy-motif  counter  bags, 
gives  a  valuable  character  to  a  retail  establishment. 

To  go  back  to  price-cutting — the  other  evening  I  rushed 
upstairs  when  we  closed  at  six  to  see  (and  hear)  a  tele- 
vision interview  on  the  subject  of  retail  price  maintenance. 
The  case  for  price  maintenance  was  hardly  explained  at  all. 
It  seemed  the  spokesman  in  favour  of  it  was  far  too  slow 
and  uncertain,  while  his  attacker  was  too  brash  and  inter- 
rupting. An  impartial  observer  could  not  have  gained  any- 
thing but  a  bad  impression  of  the  problem  from  the  ex- 
hibition. It  is  high  time  the  fullest  publicity  was  given  to  the 
simple  reasons  why  price-maintenance  protects  the  con- 
sumer, but  those  who  speak  for  price  maintenance  should  be 
clear  in  their  arguments  and  fluent  with  them.  If  we  do  not 
get  our  case  over  soon  a  serious  state  of  affairs  will  sub- 
merge retail  pharmacy. 

I  have  left  only  enough  space  to  introduce  a  point  on  the 
nominations  for  election  as  members  of  the  Pharmaceutical 
Society's  Council,  which  must  be  in  by  March  18.  It  is  that 
I  would  not  nominate,  or  vote  for,  anyone  who  would  not 
pledge  himself  to  move  or  vote  in  favour  of  a  resolution 
that  would  allow  the  pharmaceutical  Press  to  make  full 
reports  of  Council  debates  on  committee  resolutions.  Pub- 
lication of  those  reports  would  have  only  the  most  bene- 
ficial effect  on  the  strength  and  unity  of  the  Society. 

Onward  from  Galen 

A  CURRENT  CAUSERIE 

Two  Scottish  pharmacists.  Dr.  J.  B.  Stenlake,  Glasgow,  and 
Mr.  C.  G.  Drummond,  Edinburgh,  have  been  on  a  study 
tour  of  Lille  this  week  (March  7-12)  under  the  auspices  of 
the  Franco-British  Pharmaceutical  Commission.  Their  pro- 
gramme, mapped  out  by  Professor  Lespagnol  (dean  of  the 
Lille  school  of  pharmacy)  included  visits  to  the  Cite  Hos- 


March  12,  1960 


THE    CHEMIST    AND  DRUGGIST 


29  1 


pitaliere  and  its  pharmacy;  to  the  Pasteur  laboratory  in 
Lille;  to  a  biological  laboratory;  and  to  Lille's  large 
Dehaussy  pharmacy.  The  Scottish  visitors  are  being  enter- 
tained to  dinner  with  the  British  consul  and  by  Mr.  Lelong 
(president,  Pharmaceutical  Society  of  Lille).  On  their  return 
they  will  speak  to  pharmacists  in  this  country  on  what  they 
have  seen.  Next  month  two  French  pharmacists  are  paying 
reciprocal  visits  to  Birmingham,  Leicester  and  Nottingham. 

* 

The  East  Midlands  Branch  of  the  Guild  of  Public  Pharma- 
cists acted  as  hosts  to  the  parent  body  at  a  week-end  school 


at  Nottingham  in  April  1959  (C.  &  D.,  May  9,  1959,  p.  509). 
As  hosts,  they  evidently  did  not  consider  their  duties  com- 
pleted at  the  termination  of  the  week-end,  for  they  have 
just  sent  with  their  compliments  to  all  who  attended  the 
school  a  handsome  enlargement  of  the  week-end  "  scholars  " 
at  dinner,  a  "  shot  "  happy  enough  to  tempt  many  others 
to  enrol  at  any  repeat  or  second  edition  of  the  event.  The 
camera  has  not  lied,  but  we  have  taken  the  liberty  of 
modestly  removing  our  own  editorial  representative  from 
the  group,  a  process  that  left  a  hiatus  our  artist  has  filled 
by  adding  a  plate  of  food,  not  seen  in  the  original,  before 
one  of  the  diners.  The  alteration  was  so  artistically  done 
that,  accustomed  as  we  are  to  handling  retouched  photo- 
graphs, we  would  have  offered  a  prize  for  identifying  the 
"  improvement "  were  it  not  that  there  must  be  at  least 
seventeen  enlargements  in  circulation  to  expose  our  little 
subterfuge.  Incidentally  it  will  not  be  lost  on  those  present 
that  we  could  similarly  have  eliminated  the  editor  of  a 
monthly  contemporary  (if  that  is  not  a  contradiction  in 
terms),  but  have  magnanimously  left  him  at  the  head. 

★ 

We  have  all  heard  the  title  "  Dirty  Dick's  "  as  applied  to  a 
public  house  in  London,  but  to  learn  of  a  pharmacy  so 
named  comes  as  something  of  a  shock.  It  appears,  however, 
that  a  pharmacy  in  Newcastle-on-Tyne,  whose  windows  are 
permanently  shuttered,  is  known  locally  by  that  name.  The 
shuttering  of  the  windows  of  the  shop  is  believed  to  have 
been  caused  by  an  incident  113  years  ago.  In  1847  the  shop 
was  taken  over  by  a  ship's  surgeon,  lames  Crozier.  Crozier 
was  an  eccentric,  and  after  thieves  had  broken  into  the  shop 
one  night  he  ordered  that  the  shutters  should  be  put  up 
and  left  up  for  ever  and,  so  it  is  said,  they  have  never  been 
down  since.  Because  of  the  poor  condition  in  which  Crozier 
kept  the  shop  in  those  days  he  became  known  as  "  Dirty 
Dick,"  and  the  name  has  been  passed  down  through  the 
years  to  the  present  day,  though  today  the  shop  is  modern 
and  spotlessly  clean. 


MILLIONAIRE  RECLUSE  OF  SCIENCE 

Cavendish  observed  150  years  after  his  death 


ALL  through  his  life  the  Hon.  Henry  Cavendish  shunned 
"  people."  and  he  was  deliberately  alone  at  his 
death  150  years  ago  on  March  10,  1810.  To  Caven- 
dish, men  and  women  as  such  had  no  appeal.  However 
much  they  would  have  liked  to  lionise  so  brilliant  and 
original  a  scientist,  he  did  not  respond.  To  him  what  was 
all-important  was  his  discovery  of  hydrogen  and  nitrogen, 
his  studies  into  the  nature  of  nitric  acid.  Those  tremendous 
achievements  in  experimental  chemistry  were  accomplished 
in  closely  guarded  secrecy  at  his  house  in  Clapham,  Lon- 
don. It  was  there  that  he  died,  though  he  was  born  abroad. 
He  is  buried  in  what  is  now  the  cathedral  church  of  Derby. 

In  the  communication  of  ideas  that  is  essential  to  pro- 
gress, personal  contacts  have  engendered  many  firm  friend- 
ships, albeit  an  occasional  animosity  and  even  enmity. 
Cavendish  contrived  over  many  years  to  impress  his  con- 
temporaries by  his  work,  yet  to  remain  virtually  unknown 
personally  to  most  of  them.  His  only  social  activity  resided 
in  his  membership  of  the  Royal  Society  and  even  among 
fellow  scientists  he  shrank  from  conviviality.  Grandson  of 
the  Duke  of  Devonshire,  and  heir  to  a  fortune  when  he 
was  forty,  Cavendish  lived  in  sober,  even  drab,  style  utterly 
unlike  that  of  a  conventional  wealthy  aristocrat.  Driving 
to  Royal  Society  meetings  he  would  shrink  back  in  his 
carriage  lest  anyone  should  see  him.  He  had  a  shrill  voice 
and  quick,  uneasy  gait.  If  people  looked  at  him  he  appeared 
annoyed,  and  was  said  to  have  spoken  fewer  words  in 
his  life  than  a  Trappist  monk. 

An  accomplished  mathematician  as  well  as  inventive 
thinker,  Cavendish  found  a  practical  solution  to  a  problem 


that  had  perplexed  many  men.  "  Experiments  to  determine 
the  Density  of  the  Earth  "  advanced  in  conclusion  a  figure 
substantially  near  the  present  estimate  of  6.000  million 
million  tons.  From  a  delicate  experiment  Cavendish  declared 
the  earth's  mass  to  be  5-9  x  1021.  When  the  more  rudiment- 
ary methods  of  computing  of  his  era  are  taken  into  con- 
sideration, the  intelligence  he  brought  to  bear  on  the  prob- 
lem is  testimony  to  his  genius.  His  contributions  to  science 
ranged  from  synthesising  water  from  its  elements,  discuss- 
ing in  a  paper  for  the  Royal  Society  "  The  Civil  Year  of 
the  Hindus."  and  adding  to  knowledge  of  the  laws  of  heat. 

Yet  it  is  Cavendish's  personal  life  that  must  fascinate 
many  modern  critics.  Such  few  people  as  he  permitted  to 
visit  him  at  Clapham  found  a  most  unusual  home.  One 
room  was  a  laboratory,  another  a  forge,  a  third  housed 
astronomical  equipment.  Female  domestics,  apart  from  his 
housekeeper,  must  not  see  or  even  be  seen  by  Cavendish. 
They  used  a  separate  staircase.  One  woman  servant  who 
did  meet  the  recluse  was  dismissed.  Each  day  he  ordered 
his  food  by  leaving  written  notes  in  the  hall,  and  the  meals 
were  passed  through  a  hole  in  the  wall  to  his  laboratory. 
His  range  of  dishes  was  modest.  For  a  dinner  which  he 
proposed  giving  to  some  fellow  scientists  he  asked  the 
housekeeper  to  provide  a  leg  of  mutton,  and  when  she 
ventured  to  suggest  that  it  was  not  grand  enough,  and 
might  not  be  sufficient  he  said  "  Get  two  legs  of  mutton 
then." 

At  one  time  the  amount  in  his  current  account  at  the 
bank  stood  at  £80,000,  and  an  emissary  came  to  ask  for 
instructions  on  so  large  a  sum  of  idle  money.  Cavendish 
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in  his  shrill  voice  answered  suggestions  for  investing  the 
money.  "  If  it  is  any  trouble  to  you.  I  will  take  it  out  of 
your  hands.  Do  not  come  here  to  plague  me  !  "  Yet  he 
swiftly  donated  £10,000  to  a  former  librarian  of  his  who 
was  in  want. 

His  Clapham  home  was  later  called  Cavendish  House, 
and  the  road  also  adopted  his  name.  It  faces  the  Common, 
where  he  took  walks  at  dusk.  The  fact  that  some  ladies 
had  once  noticed  him  climbing  a  stile  during  the  day  upset 
him,  and  from  then  on  he  took  his  "  constitutionals  "  at 
night.  Even  then  he  kept  to  the  centre  of  the  road  to  avoid 
people.  Traffic  was  lighter  then ! 

A  tree  in  his  garden  was  adapted  for  the  study  of  astron- 
omy, and  he  used  to  ascend  it  regularly  to  make  observa- 
tions. Almost  equally  as  distant  as  one  of  the  planets  he 
watched,  were  the  terms  on  which  his  titled  relations  and 
acquaintances  stood  with  him  for  he  did  not  trouble  to 
keep  up  warm  friendships  with  them.  It  is  said  that  an 
aristocratic  lady  did  one  day  penetrate  the  Clapham  fast- 
ness. Cavendish  was  evaporating  saline  solutions,  and  the 
receptacles  he  had  found  best  were  chamber  pots.  A  row 
of  them  on  a  bench  gave  the  lady  visitor  her  first  "  scienti- 
fic "  impression. 

A  substantial  list  of  papers  to  the  Royal  Society  resulted 
from  the  work  that  was  obviously  the  sole  object  of  Caven- 
dish's life.  The  meetings  of  the  Royal  Society  were 
important,  but  he  was  all  too  easily  embarrassed  by  offers 
of  conversation,  let  alone  friendship,  and  he  preferred  to 
hover  on  the  fringe  of  talk.    On  one  occasion  he  turned 


and  ran  out  of  the  building  during  a  misguided  attempt 
to  present  him,  in  the  glory  of  his  achievements,  to  a 
foreign  visitor.  When  scientific  matters  were  discussed  "  a 
glow  of  interest  "  would  show  on  his  face,  otherwise  he  was 
coldly  indifferent.  Indeed  he  rejected  all  human  sympathy. 
Following  his  death,  the  physician  Sir  Everard  Hume  re- 
marked drily  "  any  prolongation  of  life  would  only  prolong 
its  miseries."  The  circumstances  of  his  death  were  in  the 
keeping  with  the  pattern  of  secrecy  of  his  life.  He  retired 
to  bed  one  evening  in  March  1810  and  never  left  his  room 
again.  His  manservant  was  alarmed,  but  Cavendish  refused 
to  have  a  doctor  called,  and  in  fact  gave  explicit  instruc- 
tions that  the  man  had  to  keep  out  of  the  way.  Cavendish 
declared  that  he  was  dying,  and  that  when  he  was  dead 
Lord  George  Cavendish  should  be  told.  When  that  had 
been  said  to  him  the  manservant  was  then  asked  to  leave, 
and  not  to  return,  since  Cavendish  had  "  something  par- 
ticular to  think  about,"  and  must  not  be  disturbed.  He  died 
on  the  morning  of  March  10,  unattended  by  servant,  rela- 
tion or  friend  as  he  had  wished.  One  consequence  of  his 
demise  was  that  his  fortune  passed  to  a  relative  not  speci- 
ally in  need  or  close  to  Cavendish.  It  would  in  any  case 
have  been  difficult  to  achieve  a  warm  association  with  the 
diffident,  brilliant  scientist,  whose  frugal  behaviour  ensured 
that  about  £1.700,000  was  left  in  his  will.  At  his  death 
Cavendish  was  the  largest  holder  of  bank  stocks  in  England. 
£1  million  in  stocks  then  represented  enormous  wealth.  It 
remains  not  inconsiderable  today,  and  one  can  but  ponder 
thoughtfully  the  man  who  regarded  it  so  casually. 


PHARMACEUTICAL    SOCIETY    OF    GREAT  BRITAIN 

A  WARNING  ON  COCAINE  EYE  DROPS 

"  Inadvisable  to  supply  in  normal  circumstances  " 


THE  publication  of  the  following  notice  concerning  the 
supply  of  cocaine  eye  drops  was  approved  by  the 
Council  of  the  Pharmaceutical  Society  of  Great  Britain 
at  its  meeting  at  17  Bloomsbury  Square  on  March  1  and  2. 
First  Aid  Boxes  supplied  under  the  Factories  Order  1959 
"  Pharmacists  will  remember  that  this  Order,  which  came 
into  operation  on  January  1,  required  first-aid  boxes  to  contain 
a  sulphacetamide  eye  ointment  and  no  longer  provides  for  the 
inclusion  of  cocaine  eye  drops  in  the  first-aid  boxes.  The  Min- 
istry of  Labour  have  been  advised  that  there  is  a  danger  that 
cocaine  eye  drops  formerly  included  in  first-aid  boxes  may 
maesthetise  the  eye  and  prevent  the  casualty  from  appreciating 
ii.  it  he  has  a  serious  eye  injury  which  should  receive  medical 
treatment.  It  is  also  considered  that  the  use  of  cocaine  may 
damage  'he  cornea  of  the  eye.  The  Society  has  been  asked  to 
draw  trie  aitention  of  its  members  to  the  fact  that  although  still 
legally  permissible  to  do  so,  it  is  inadvisable  in  normal  circum- 
stances to  supply  these  eye  drops  to  factory  occupiers  on  the 
basis  of  a  signed  order  as  has  been  the  practice  up  to  the 
present  time.' 

Mr.  G.  H.  Hughes  (president)  reported  that  he  had  sent 
the  following  message  to  the  Private  Secretary  at  Bucking- 
ham Palace :  — ■ 

"  I  should  be  obliged  if  you  would  convey  to  Her  Majesty 
the  Queen  and  his  Royai  Highness  the  Prince  Philip  the 
respectful  greetings  of  the  Society,  together  with  an  expression 
of  its  great  pleasure  in  the  birth  of  their  son,  and  its  warmest 
wishes  for  his  future  happiness." 
The  following  reply  had  been  received  from  Sir  Michael 
Adeane : — ■ 

"  I  am  commanded  by  the  Queen  to  convey  to  you  and  to 
the  members  of  the  Pharmaceutical  Society  of  Great  Britain 
her  sincere  thanks  and  those  of  the  Duke  of  Edinburgh  for  the 
message  of  congratulations  which  you  have  sent  to  them  on 
the  birth  of  their  son." 

The  education  committee  received  an  analysis  of  the 
numbers  of  students  attending  courses  of  .instruction  at 
schools  of  pharmacy.  It  was  based  on  information  obtained 
from  the  nineteen  schools  and  showed  the  position  in  Janu- 
ary. The  total,  including  144  research  students,  was  2,148. 
Students  for  the  Ph.C.  Diploma  under  the  old  regulations 


(two-year  course)  numbered  924,  and  under  the  new  regula- 
tions (three-year  course)  139.  Students  for  degrees  in  phar- 
macy numbered  941,  and  the  total  of  vacant  places  in  the 
schools  was  sixty.  Mr.  J.  B.  Grosset  said  that  the  analysis 
was  an  excellent  and  valuable  document,  but  discrepancies 
between  the  present  figures  and  those  given  previously 
showed  that  the  term  "  pipe-line "  was  open  to  different 
interpretations.  As  a  standard  of  comparison  it  needed  to  be 
defined.  Mr.  C.  W.  Maplethorpe  (chairman  of  the  Com- 
mittee) replied  that  the  total  of  4,000  estimated  some  months 
ago,  and  more  recently  modified  to  3,800  on  a  further  check, 
included  students  who  were  either  undergoing  pre-academic 
training,  or  taking  their  school  course,  or  doing  post- 
graduate training.  He  was  now  assured  that  that  figure  could 
be  substantiated.  He  thought  there  was  some  merit  in  Mr. 
Grosset's  suggestion  that,  for  purposes  of  reference,  they 
should  take  only  the  number  of  students  in  the  schools, 
leaving  out  of  account  the  numbers  doing  pre-graduate  or 
post-graduate  practical  training. 

Mr.  E.  A.  Brocklehurst  expressed  concern  that  there 
should  be  sixty  vacant  places  in  colleges  about  the  country, 
and  suggested  that  the  situation  might  be  remedied  if 
students  excluded  from  schools  that  were  full  were  diverted 
to  others  that  had  vacancies.  Some  means  of  doing  that, 
instead  of  leaving  it  entirely  to  the  students,  would  need  to 
be  found.  Mr.  Maplethorpe  replied  that  the  vacancies 
might  be  partly  due  to  the  increased  accommodation  at 
some  schools.  It  would  be  recalled  that,  some  years  ago, 
when  the  Society  was  asking  for  additional  accommodation 
to  be  provided,  the  Ministry  of  Education  had  said  that 
sufficient  accommodation  would  be  coming  forward,  and  on 
that  ground  had  rejected  for  example,  a  request  for  addi- 
tional provision  in  Leeds.  The  Ministry's  forecast  was  prov- 
ing fairly  accurate.  There  might  also  be  some  confusion 
in  the  present  calculation  of  the  number  of  vacant  places, 
as  it  was  thought  that  some  colleges  had  given  the  amount 
of  accommodation  that  they  would  have  available  in  1961, 
and  the  lesser  number  of  students  actually  there  in  1960. 


March  12,  1960 


THE  CHEMIST 


AND  DRUGGIST 


29  3 


Alterations  to  Examination  Regulations 

The  Committee  considered  alterations  to  syllabuses  pro- 
posed at  joint  meetings  of  examiners,  and  made  recom- 
mendations which  were  adopted  by  the  Council  as  follows : 

(a)  Pharmacognosy 

1.  That  the  followirig  words  be  added  to  paragraph  3  of 
the  published  syllabus  for  Pharmacognosy  II:  "and 
unmedicated  surgical  dressings  ";  and  that  similar  words 
be  inserted  after  the  word  "  drugs  "  in  paragraph  1 1  of 
the  detailed  syllabus  prepared  for  the  guidance  of  teachers 
and  examiners. 

2.  That  the  word  "  identification  "  in  line  4  of  the  note  in 
the  published  syllabus  for  Pharmacognosy  II  be  deleted 
and  the  word  "  recognition  "  be  inserted. 

3.  That  the  following  words  be  added  to  paragraph  16 
of  the  syllabus  prepared  for  the  guidance  of  teachers  and 
examiners :  "  those  drugs  underlined  may  be  supplied 
in  powder  form."  The  drugs  suggested  to  be  so  supplied 
are  acacia,  agar,  aloes,  benzoin,  colophony,  gelatin,  gam- 
bier,  opium  and  tragacanth. 

(b)  Pharmaceutics 

That  the  published  syllabus  for  the  practical  examination 
in  Pharmaceutics  I  be  altered  by  the  deletion  of  the  words 
"  and  sterilisation  "  in  the  sentence,  "  exercises  involving 
microbiological   techniques  and  sterilisation  ";    it  being 
understood  that  questions  on  sterilisation  would  be  set  in 
the  practical  examination  in  Pharmaceutics  II. 
The  Committee  considered,  in  the  light  of  counsel's 
opinion,  the  possibility  of  altering  the  terms  of  award  of 
the  Society's  scholarships,  exhibitions  and  prizes  under  vari- 
ous trusts.  On  the  Committee's  recommendation  the  Council 
appointed  a  subcommittee  consisting  of  the  vice-president, 
Mr.  Maplethorpe  and  Professor  Macdonald  to  meet  counsel 
and  prepare  a  scheme  for  consideration  by  the  Committee. 

A  memorandum  on  post-graduate  diplomas  from  the 
Executive  of  the  Scottish  Department  was  deferred  for  later 
consideration. 

The  visitor's  report  on  the  Society's  examinations  in  Eng- 
land and  Wales  in  1959  was  received,  and  it  was  agreed 
that  it  should  be  published. 

The  annual  report  of  the  board  of  examiners  on  the 
Intermediate  and  Qualifying  examinations  held  in  England 
and  Wales  in  1959  was  received,  and  authority  was  given 
for  its  circulation  to  the  Press  and  to  schools. 

Reports  were  received  of  the  Qualifying  examination  held 
in  January  1960.  In  England  and  Wales  there  were  thirty-five 
first  entries,  of  whom  ten  passed,  eleven  were  referred  in 
one  subject  and  five  in  two,  seven  failed,  and  two  were 
absent.  Re-entries  numbered  ninety-five,  of  whom  seventeen 
passed,  twenty-one  were  referred  in  one  subject  and  fifteen 
in  two,  thirty-five  failed  and  seven  were  absent.  Of  eighty- 
seven  entrants  for  a  referred  subject  fifty-eight  passed  and 
twenty-seven  were  again  referred,  two  being  absent;  and  of 
sixty-two  entrants  for  two  referred  subjects  thirty-seven 
passed,  twenty  being  again  referred  in  both  subjects  and  five 
being  absent.  In  forensic  pharmacy  only  there  were  136 
entrants,  of  whom  130  passed  and  one  was  absent. 

In  Scotland,  first  entries  numbered  eleven,  of  whom  six 
passed,  four  were  referred  in  one  subject,  and  one  failed. 
Of  sixty-nine  re-entries  nine  passed,  twelve  were  referred  in 
one  subject  and  fifteen  in  two,  twenty-seven  failed,  and  six 
were  absent.  There  were  forty-five  entrants  for  a  referred 
subject,  of  whom  twenty-nine  passed  and  sixteen  were  again 
referred;  and  fifty-eight  entrants  for  two  referred  subjects,  of 
whom  twenty-eight  passed,  twenry-nine  were  again  referred 
in  both  subjects,  and  one  was  absent.  Of  twenty-one 
entrants  in  forensic  pharmacy  only,  eighteen  passed. 

A  provisional  time-table  of  the  teachers'  course  to  be  held 
at  Cranfield,  April  19-22  was  received. 

A  list  was  received  of  examiners  appointed  by  Universi- 
ties awarding  internal  and  external  degrees  in  pharmacy,  and 
the  Council  approved  a  recommendation  to  appoint  the 
persons  named  as  additional  members  of  the  boards  of 
examiners  for  England  and  Wales  and  for  Scotland. 

Amendments  were  received  to  motions  put  forward  for  the 
Branch  Representatives'  Meeting  during  May  and  the  Coun- 


cil agreed  that  all  the  amendments  should  be  accepted  for 
inclusion  in  the  agenda,  subject  to  minor  alterations  to  be 
discussed  with  the  Branches  concerned. 

A  letter  was  received  from  the  Pharmaceutical  Society 
of  Victoria,  Australia,  announcing  that  the  new  Victorian 
War  Memorial  College  of  Pharmacy  would  be  opened  on 
March  29,  1960.  The  Council  adopted  a  recommendation  to 
send  a  message  from  the  Society  to  mark  the  occasion. 

The  Public  Services  Committee  was  notified  of  the  draft 
N.H.S.  (Superannuation)  (Amendment)  Regulations  1960  and 
of  the  view  of  the  Guild  of  Public  Pharmacists  that  the 
proposed  regulations  were,  in  certain  particulars,  to  the 
detriment  of  long-service  pharmacists.  The  Council 
approved  the  Committee's  recommendation  to  support  the 
protest  of  the  Guild. 

The  position  of  pharmaceutical  services  in  the  Armed 
Forces,  particularly  in  relation  to  the  ending  of  National 
Service,  was  considered,  and  it  was  recommended  and 
approved  that  a  letter  should  be  sent  to  the  Minister  of 
Defence  suggesting  a  meeting  to  discuss  the  matter. 

It  was  reported  that  the  French  section  of  the  Franco- 
British  Pharmaceutical  Commission,  in  order  to  avoid  dis- 
appointing British  applicants,  had  arranged  to  charter  an 
eighty-seat  aircraft  instead  of  the  sixty-eight-seater  previ- 
ously chartered  for  visitors  to  the  Congress  at  Nice,  May 
6-9.  All  places  were  now  filled  and  there  was  a  waiting  list. 

It  was  reported  that  the  two  French  lecturers  to  visit 
Birmingham,  Leicester  and  Nottingham  in  April  (see  p.  291) 
were  Professor  Bedel  (professeur  honoraire  at  the  Faculty  of 
Pharmacy,  Paris)  who  would  address  students  and  pharma- 
cists on  the  law  governing  the  sale  of  poisons  in  France, 
and  M.  Jacques  Lavagne  (chief  pharmacist  at  the  Hopital 
Civil,  Versailles)  whose  subject  had  not  yet  been  announced. 

During  January  the  Society's  inspectors  and  agents  visited 
1,204  authorised  sellers,  forty  listed  sellers,  and  430  drug 
store  proprietors  and  similar  traders.  Twenty-three  cases 
of  alleged  infringements  under  the  Pharmacy  and  Poisons 
Act,  1933,  and  Therapeutic  Substances  Act,  1956,  were  con- 
sidered and  appropriate  action  taken. 

The  Ministry  of  Health  have  been  informed  that  in  the 
opinion  of  the  Council  and  the  chairman  of  the  Statutory 
Committee  it  was  necessary  that  in  proper  cases  the  Com- 
mittee should  have  a  power  to  compel  the  attendance  of 
witnesses  at  inquiries. 

The  Registers 

It  was  reported  that  nine  former  members  of  the  Society 
had  had  their  names  restored  to  the  Register.  The  Council 
approved  a  recommendation  to  restore  one  other  name 
removed  more  than  ten  years  ago.  It  was  agreed  to  add  to 
the  Register  the  names  of  one  applicant  for  reciprocity 
registration  under  Section  XIX(14)  of  the  Society's  by-laws 
and  of  twelve  applicants  under  Section  XIX(16).  Authority 
was  given  for  reciprocity  registration  of  two  other  persons 
under  Section  XIX(16)  and  four  under  Section  XIX(14)  on 
submission  of  the  required  documents  and  payment  of  the 
prescribed  fees. 

It  was  reported  that  grants  amounting  to  £202  had  been 
made  to  four  widows  and  a  dependent  of  a  member.  Recom- 
mendations for  grants,  amounting  to  £702,  to  three  other 
widows  and  three  members  were  approved  by  the  Council. 
Two  applications  for  assistance  were  deferred.  The  Commit- 
tee confirmed  a  grant  of  £10  authorised  by  the  chairman. 

Reports  of  the  following  legacies  to  the  Benevolent  Fund 
were  reported:  Mr.  Bertram  A.  Bull,  Nottingham,  £250; 
Jennie  M.  Hill,  New  York  (from  the  estate  of  H.  R.  Mat- 
thews), £25  5s. 

The  report  of  the  warden  of  Birdsgrove  House  stated  that, 
in  the  month  to  February  16,  1960,  there  were  twenty-two 
guests  at  the  convalescent  home  for  an  aggregate  of  twenty- 
eight  weeks,  against  fourteen  guests  and  eighteen  and  a  half 
weeks  in  the  corresponding  period  of  1959.  Two  contribu- 
tions, amounting  to  £5  4s.,  had  been  received  from  guests 
to  supplement  weekly  payments.  There  was  one  gift  in  kind. 
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The  prices  given  are  those  obtained  by  importers  or  manufacturers  for  bulk  quantities  or  original  packages.  Various 
charges  have  to  be  added  whereby  values  are  in  many  instances  augmented  before  wholesale  dealers  receive  the  goods  into 
stock.    Crude  drugs  and  essential  oils  vary  greatly  in  quality  and  higher  prices  are  charged  for  selected  qualities. 


London,  March  9:  There  was  again  little  movement  in  the  Crude 


Drugs  market  during  the  week  and 
brokers  were  for  non -procurable  items. 

After  marking  time  for  a  fortnight, 
Brazilian  Menthol  advanced  to  52s. 
per  lb.  c.i.f.  (from  50s.),  spot  holders 
raised  their  offers  to  the  same  level  for 
in-bond  stocks.  With  little  demand  for 
Ipecacuanha,  prices  held  steady,  there 
was  not  much  material  available  from 
any  of  the  usual  sources  and  it  was 
thought  that  should  buyers  appear,  the 
present  values  would  almost  certainly 
advance.  The  genuine-as-imported  Tolu 
balsam  was  unobtainable  on  the  spot 
and  origin  could  not  offer.  Among 
Aromatic  seeds,  Dutch  Caraway  was 
dearer  on  the  spot  and  Moroccan 
Coriander  for  shipment;  Indian  Dill 
appeared  to  be  in  short  supply  for 
prompt  delivery. 

Among  Essential  Oils  the  firm 
trend  continued.  Bois  de  rose  was 
dearer  by  sixpence  per  lb.;  Ceylon 
Citronella  by  threepence;  and  Brazil- 
ian Peppermint  also  by  threepence. 
Coriander,  on  the  other  hand,  was 
easier. 


in  the  main,  inquiries  received  by 


Glycerin. — Pharmaceutical^  pure  (s.g. 
1-2627): 


Pharmaceutical  Chemicals 

Adrenaline. — (Per  gm.).  Synthetic  B.P. 
1-kilo  lots,  lid.;  500  gm..  Is.  Id.  acid 
tartrate,  b.p.,  1  kilo,  7|d. ;  500  gm.,  9d. 

Aloin. — Fourteen-lb.  lots,  31s.  6d.  per 

lb. 

Ammonium  acetate.  —  1-cwt.  lots  of 
B.P.C.,  1949,  4s.  5d.  per  lb. 

Ammonium  bicarbonate. — B.P.  powder, 
£50  5s.  per  ton;  carbonate,  £81  10s.  for 
lump  and  £85  10s.  for  powder. 

Ammonium  chloride.  —  One-cwt.  lots 
b.p.  powder,  105s.  per  cwt. ;  technical, 
42s.  6d. 

Borax. — B.P.  grade,  1  ton  and  upwards; 
Granular,  £56;  crystals,  £59  10s.;  powder, 
£60  10s.;  extra  fine  powder,  £61  10s.  per 
ton,  all  in  hessian  sacks.  Commercial 
from  £46  to  £52  10s.  per  ton,  as  to  type 
and  packing.  Dehydrated  borax  is  £70 
per  ton  in  paper-lined  hessian  bags  or  £69 
in  paper  bags;  carriage  paid  in  Great 
Britain.  Surcharges  for  smaller  quantities : 
Less  than  1  ton  but  not  less  than  5  cwt.. 
Is.  per  cwt.;  3  cwt.  2s.;  1  cwt.,  3s. 

Boric  acid. — B.P.  grade  in  1  ton  and 
upwards  (per  ton):  Granular,  £91;  crys- 
tals, £99;  powder,  £96  10s.;  extra-fine 
powder,  £98  10s.  per  ton  in  lined  hessian 
bags,  carriage  paid  in  Great  Britain.  Less 
£1  per  ton  if  supplied  in  paper  bags.  Tech- 
nical from  £77  to  £86  10s.  per  ton  accord- 
ing to  type  and  packing. 

Calcium  carbonate. — B.P.  light  precipi- 
tated powder,  1-ton  lots,  £33  per  ton  in 
free  bags,  ex  works. 

Calcium  chloride.  —  B.P.C  fused, 
granulated,  10|  per  lb.  in  1-cwt.  lots. 

Calcium  gluconate.  —  Three-cwt.  and 
upwards,  3s.  6d.  per  lb.;  1-2  cwt.,  3s.  7d. 

Calcium  pantothenate. — £8  per  kilo. 

Carmine. — 70s.  per  lb.  for  1-cwt.  lots. 

Dicophane  (DDT).  —  One-cwt.  lots 
3s.  2d.  per  lb.;  5-cwt.,  3s.  0+d. ;  1-ton, 
2s.  lid. 

Ergometrine. — maleate,  b.p.,  270s.  per 
gm. 

Ergotoxine  ethanesulphonate. — B.P.C 
(1949);  1  gm.,  168s.  9d.;  10  gm.,  155s.  3d., 
per  gm. 


Annual 

1  cwt. 

5  cwt. 

1  ton 

5  tons 

purchases 

Under 

and 

and 

and 

and 

or  spot 

1  cwt. 

under 

under 

under 

under 

lots  of 

5-cwt. 

1  ton 

5  tons 

25  tons 

Per  Cwt. 

s.  d. 

s.  d. 

s. 

d. 

s. 

d. 

j.  d. 

Tins 

14-lh. 

281  0 

276  6 

272 

6 

268 

0 

265  6 

28-lb. 

279  0 

274  6 

270 

6 

266 

0 

263  6 

56-lb. 

275  0 

270  ,  6 

266 

6 

262 

0 

259  6 

Drums 

1-cwt. 

254  6 

250 

6 

246 

0 

244  6 

2|-cwt. 

251  6 

248 

0 

243 

£ 

242  0 

5-cwt. 

247 

6 

243 

C 

241  6 

10-cwt. 

246 

h 

242 

6 

241  0 

For  25  tons  and  upwards  the  price  is  from 
265s.  6d.  to  240s.  as  to  containers.  Bulk 
deliveries  in  tank  wagons  from  236s.  to 
237s.  6d.  Technical  grade  glycerin,  s.g. 
1-2627,  is  5s.  per  cwt.  less  than  the  above. 

Ichthammol. — B.P.  from  2s.  to  2s.  6d. 
per  lb.  in  1-cwt.  lots  as  to  origin  and 
container. 

Iron  salts. — Gluconate,  b.p. a,  6s.  3d. 
per  lb.  in  1-cwt.  lots;  sulphate,  b.p.  crys- 
tals, 9id.  per  lb.  in  28-lb.  lots;  1-cwt., 
57s.  6d.  per  cwt.,  5-cwt.,  52s.  6d.  per  cwt.; 
sulphate  exsiccated,  Is.  5d.  per  lb.  for 
28-lb..  1-cwt.  123s.;  5-cwt.,  113s.  per  cwt., 
1-cwt.  fibre  kegs  free.  Other  packages 
extra,  phosphate,  b.p.c,  28-lb.,  3s.  6d. 
per  lb. :  1-cwt.,  3s.  3d.  phosphate,  sac- 
charated,  b.p.c,  28-lb.  lots  are  3s.  9d.  per 
lb.;  1-cwt.,  3s.  6d.  Oxide,  red  precipita- 
ted, b.p.c,  1949,  1-cwt.  2s.  Id.  per  lb.; 
carbonate,  saccharated,  b.p.c,  1949, 
28-lb.,  3s.  3d.;  1-cwt.,  3s.  ammonium 
citrate,  scales,  3s.  6d.  per  lb.  (5-cwt.  lots). 
ammonium  sulphate,  1-cwt.,  Is.  lOd.  per 
lb  quinine  citrate,  2s.  Id.  per  oz.  in 
100-oz.  tin. 

Magnesium  carbonate.  —  Per  cwt., 
light,  121s.;  heavy,  160s.  for  1-cwt.  lots 
and  about  130s.  for  1-ton  lots. 

Magnesium  chloride.  —  One-cwt. 
Is.  lOd.  per  lb.;  5-cwt.,  Is.  7d. 

Magnesium  hydroxide". — B.P.C,  1-cwt. 
lots,  3s.  5d.  per  lb. ;  1-ton,  3s.  2d.  per  lb. 

Magnesium  oxide,  b.p. — Light,  3s.  2d. 
per  lb.;  heavy,  5s.  lOd.  per  lb. 

Magnesium  peroxide. — B.P.C. 
cent.),  3s.  lid.  per  lb.  (1-cwt.). 

Magnesium  sulphate.  —  B.P. 
mum  1-ton  lots  varies  between 
£21  per  ton  according  to  size  of  crystal 
and  manufacturer.  Exsiccated,  £42  per  ton. 
All  ex  works. 

Magnesium  trisilicate. — (Per  lb.).  In 
28-lb.  packages:— 28-lb.,  4s.  9\d.;  1-cwt. 
3s.  10d.;  5-cwt.,  3s.  7d.;  1-ton,  3s.  Id. 

Mandelic  acid. — One-cwt.  lots,  12s.  6d. 
per  lb.  Calcium  salt  also  12s.  6d. 
Sodium  mandelate,  13s.  and  ammonium 
mandelate  50  per  cent,  solution,  7s.  6d. 

Paraffins.  —  Prices  to  wholesale  dis- 
tributors are  :— Liquid  :  heavy,  b.p., 
£102  2s.  6d.  per  ton;  light  b.p.,  £84; 
Technical  White  oils,  £75  10s.  for  the 
light  and  £89  for  the  medium.  All  in 
40-50  gall,  returnable  loaned  drums,  de- 
livered U.K.  Soft:  White,  medium  con- 
sistency is  £110  15s.  per  ton  and  soft 
consistency  £107  7s.  6d.  Yellow,  £88  10s., 
all  b.p.,  in  non-returnable  drums  delivered. 

Sodium  acetate.— B.P.C,  28-lb.,  2s.  4d. 
per  lb.;  1-cwt.,  2s.,  5-cwt.,  Is.  lid. 

Sodium  benzoate. — One-ton  lots,  2s.  9id. 
per  lb.;   1-cwt.,  2s.  7id.. 

Sodium  bromate.  —  One-cwt.,  9s.  9d. 
per  lb. 


(15  per 


in  mim- 
£18  and 


Sodium  perborate.  —  (Per  ton) 
£145  15s.  in  1-cwt.  kegs;  £138  5s.  in 
1-cwt.  bags  for  b.p.c  (minimum  10  per 
cent,  available  oxygen),  perborate  mono- 
hydrate  testing  15  per  cent,  available 
oxygen  is  £309  15s.;  tetrahydrate,  from 
£131  15s.  to  £139  5s.  per  ton  as  to  pack- 
ing. 

Sulphocarbolates. — Sodium  phenosul- 
phonate,  b.p.c,  1949  (powder),  5s.  6d.  per 
lb  in  1-cwt.  lots  and  Zinc,  b.p.c,  1949, 
is  5s.  6d. 

Tannic  acid. — The  b.p.  levis,  ex  ether, 
9s.  9d.  per  lb.;  b.p.  powder,  9s.  3d.  (1-cwt. 
lots). 

Terpin  hydrate. — From  6s.  per  lb.  up- 
wards as  to  quantity. 

Theobromine.  —  Alkaloid  in  50-kilos, 
71s.  6d.  per  kilo  (32s.  6d.  per  lb.);  5- 
kilos,  72s.;  sodium  salicylate:  12|-kilos, 
55s.  per  kilo. 

Thymol.  —  One-cwt.  lots,  14s.  3d.  per 

lb 

Zinc  carbonate. — One-cwt.  lots.  Is.  lid. 
per  lb. 

Zinc  chloride.  —  B.P.C.  cake,  5s.  per 
lb.;  sticks,  6s.  lOd.  Technical,  115s.  per 
cwt. 

Zinc  oxide.— B.P.  in  2-ton  lots,  £112  10s. 
per  ton. 

Zinc  peroxide.  —  One-cwt.  lots  of 
b.p..  5s.  3d.  per  lb. 

Zinc  sulphate.  —  B.P.,  1-cwt.  lots, 
Is.  lOd.  per  ib. 

Industrial  Chemicals,  Solvents 

Acetaldehyde.  —  The  100  per  cent,  is 
£122  per  ton 

Acetates. — Per  ton,  spot  1-ton  lots: 
Amyl  (technical),  £254,  and  B.S.S.,  £256. 
Butyl,  £169;  Ethyl,  £141;  Isopropyl, 
£136. 

Acetic  anhydride. — 10-ton  lots,  £126 
per  ton,  delivered  U.K.  in  returnable 
drums;  1-ton,  £128. 

Acetone. — One-ton  lots  spot,  £90  per 
ton  in  drums. 

Benzole.  —  Thiophene-free,  9s.  3£d. 
per  gall,  for  one  50-galI.  barrel;  pure, 
6s.  3|d.  per  gall. 

/V-Butyl  alcohol.  —  1-5-ton  lots,  £159 
per  ton  and  one-ton  lots,  £163  per  ton. 
Secondary,  £130. 

Carbon  tetrachloride.  —  In  40-gall. 
drums,  1  ton  and  under  2  tons,  £83  15s. ; 
4  tons  and  upwards,  £82  5s. 

Isopropyl  alcohol.  —  Technical  grade 
(99  per  cent.)  5s.  0£d.  per  gall,  for  10,000- 
gall.  lots:  anhydrous  in  drum  lots  is  £108 
per  ton. 

Methyl  ethyl  ketone.  —  One-ton  lots, 
£138  10s.  per  ton. 

Naphthalene.  —  Home  market  prices 
(per  ton  for  4-ton  lots  at  one  time) :  — 
crude,  crystallising  point  64-71-9°  C, 
£22  5s.  to  £23;  whizzed,  cp.  72-77-5°  C, 
£27  5s.  to  £35  15s.  according  to  the  crys- 
tallising point,  ex  works;  phthalic  grade, 
minimum  cp.  77-5°  C,  £42  10s.  ex 
maker's  works;  crystals  from  £62  10s. 
to  £65,  delivered;  ball  and  flake,  £71  to 
£73  10s.  delivered. 

Phthalates. — Prices  (per  ton)  one-ton 
lots:  Dibutyl,  £206;  Di-isobutyl,  £199; 
Di-ethyl,  £190  10s.;  Di-methyl,  £182. 

Stearates  —  Spot  prices  for  minimum 
1-ton  lots: — Aluminium  (all  grades), 
253s.  6d.  per  cwt.,  Calcium  (precipitated), 
243s.  6d.;  Lead  (30  per  cent.),  223s.  6d.; 
Magnesium  (standard),  272s.  and  (super- 
fine), 302s.;  Zinc,  226s.  to  286s.  as  to 
grade. 
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Crude  Drugs 

Balsams. — Per  lb.: — Canada:  Spot,  22s. 
Copaiba:  Para  from  7s.,  duty  paid.  Peru: 
Spot  9s.  6d.  in  bond.  Tolu  (genuine  as 
imported):  spot  cleared,  shipment  not 
offering;  B.P.,  14s.  3d. 

Belladonna. — Leaves  (t.a.  0-6  per  cent.), 
2s.  9d.  per  lb.  Dutch  for  shipment,  2s., 
c.i.f.    Root  cleared  on  the  spot. 

Cascara.  —  Shipment,  275s.  per  cwt.. 
c.i.f.;  spot,  300s. 

Cassia. — Fistula,  115s.  per  cwt.,  spot. 

Cinnamon  quills. — Shipment  (c.i.f.,  per 
lb.)  4  O's,  6s.  2id.;  3  O's,  5s.  lid.;  O, 
5s.  5|d.;  quillings,  3s.  4^d.;  featherings. 
Is.  10|d. 

Digitalis.  —  Purpurea  for  shipment. 
Is.  2£d.  to  2s.  6d.  per  lb.,  c.i.f.,  as  to 
test. 

Elemi.  —  Spot  from  Is.  10|d.  per  lb., 
shipment.  Is.  7d..  c.i.f. 

Ergot. — Portuguese,  5s.  per  lb.,  c.i.f.; 
spot,  5s.  6d.    East  European  not  offering. 

Frangula. — Spot,  105s.  per  cwt. 

Gentian.  —  Spot:  French,  155s.  per 
cwt. 

Ginger. — African,  160s.  per  cwt.  spot; 
March-April  shipment,  140s.,  c.i.f.  Jamai- 
can No.  3.  spot,  240s.  Cochin,  March 
shipment,  new  crop,  152s.  6d.,  c.i.f. 

Gum  acacia.  —  Kordofan  cleaned  sorts, 
167s.  6d.  per  cwt.,  spot;  shipment,  148s.. 
c.i.f. 

Henna. — Indian,  spot,  95s.  per  cwt.; 
shipment,  62s.  6d.,  c.i.f. 

Honey.  —  Australian  light  amber,  90s. 
to  95s.  and  medium  amber,  85s.  to  90s. 
Argentine,  102s.  6d.  to  105s.;  Jamaican. 
115s.  to  120s.;  Canadian  clover,  145s.  to 
150s.,  all  per  cwt.  on  the  spot  ex  ware- 
house. 

Ipecacuanha.  —  Matto  Grosso,  53s.  to 
55s.  6d.  per  lb.,  c.i.f..  as  to  position; 
Colombian.  54s..  c.i.f.,  March.  Spot 
Colombian,  55s.  6d. 

Juniper  berries. — Italian  90s.  per  cwt., 
spot. 

Karaya.  —  No.  1  gum.  spot  260s.  per 
cwt.,  No.  2.  230s. 

Kola  nuts.  —  Jamaican  for  shipment, 
7d.  per  lb.,  c.i.f.  African,  5+d.  spot  and 
4d.,  c.i.f. 

Lanolin.  —  Anhydrous,  b.p.  is  from 
170s.  to  175s.  per  cwt.  in  1-ton  lots  and 
hydrous,  b.p.,  150s.,  free  drums,  delivered. 

Lemon  peel— From  2s.  6d.  to  3s.  6d. 
per  lb. 

Linseed.  —  Whole,  85s.  per  cwt.; 
crushed,  110s. 

Liquorice.  —  Natural  root :  Persian  on 
the  spot,  46s.  6d.  and  Russian  70s.  per 
cwt.  Block  juice:  Anatolian  from  190s. 
per  cwt.;  Italian  stick  from  310s.  to  470s. 
per  cwt. 

Lobelia  herb.  —  Spot  cleared.  Ameri- 
can for  shipment,  4s.  2d.  per  lb.,  c.i.f. 
Dutch  not  offering. 

Lycopodium. — Spot,  stocks  cleared. 

Mace.— Whole  pale  blade,  23s.  6d.  per 
lb.  on  the  spot. 

Menthol.  —  Chinese,  67s.  6d.  per  lb., 
duty  paid  as  to  seller;  shipment  not  offer- 
ing.   Brazilian,  52s.,  in  bond;  52s.,  c.i.f. 

Myrrh.  —  (Per  cwt.).  Good  sorts,  £26 
c.i.f. 

Nutmegs.  —  West  Indian  80's  13s.  3d. 
per  lb.,  spot  :  sound  unassorted,  10s.; 
detectives.  8s.  6d. 

Nux  vomica. — Scarce.  Shipment,  125s. 
per  cwt.,  c.i.f. ;  spot,  140s. 

Orange  peel.  —  Spot  :  Sweet  ribbon. 
2s.  per  lb.:  bitter  quarters:  West  Indian, 
Is.;  Spanish,  Is.  7d. 

Orris  root.— Florentine,  340s.  per  cwt. 

Papain.  —  Tanganyikan,  14s.  6d.  per  lb., 
c.i.f.,  for  grade  one,  spot,  17s.  Ceylon, 


No.  1  white,  14s.  6d.,  c.i.f.:  brown,  13s., 
c.i.f. 

Pepper. — White  Sarawak  spot  6s.  6d.  per 
lb.;  shipment,  5s.  9d.  to  6s.,  c.i.f.  Black 
Sarawak,  4s.  6d.,  spot  and  4s.  3d.,  c.i.f. 
Black  Malabar,  500s.  per  cwt.  spot  and 
465s.,  c.i.f.,  shipment. 

Peppermint  leaves.  —  Dutch  whole. 
Is.  lid.  to  2s.  7d.  per  lb.,  c.i.f. 

Pimento.  —  Spot,  590s.  cwt.  nominal; 
shipment,  540s.,  f.o.b. 

Podophyllum.  —  Emodi,  200s.  per  cwt. 
spot,  and  185s.,  c.i.f.,  for  shipment.  Pel- 
tatum,  spot  value,  375s. 

Pyrethrum. — Extract,  minimum.  25  per 
cent,  w/w  pyrethrins,  75s.  per  lb.  for  small 
lots. 

Quassia.  —  Spot,  50s.  to  52s.  6d.  per 
cwt.,  ex  wharf. 

Quillaia. — Spot  whole  bark,  110s.  per 
cwt.:  crushed,  150s.  Whole  for  shipment. 
97s.  6d.,  c.i.f. 

Rhubarb.  —  Chinese  small  round  from 
5s.  9d.  to  6s.  9d.  per  lb.  on  the  spot. 

Saffron. — Mancha  selecta.  147s.  6d.  per 

lb. 

Sarsaparilla. — Jamaican  native  red  on 
the  spot,  2s.  6d.  per  lb.  Shipment,  2s.  Id., 
c.i.f. 

Seeds.  —  (Per  cwt.).  Anise. — Bulgarian, 
130s.;  Turkish,  130s.;  Spanish,  160s.,  spot, 
duty  paid.  Caraway.  —  Dutch  firmer, 
sellers  quoting  152s.  6d.,  duty  paid. 
Celery.  —  Indian,  145s.,  spot;  shipment, 
easier  at  120s.,  c.i.f.  Coriander. — Moroc- 
can, 45s.,  duty  paid;  Rumanian  reported 
sold  at  42s.  6d.,  duty  paid.  Moroccan 
for  shipment  quoted  at  37s.  6d.,  c.i.f. 
Cumin. — Indian,  235s.  spot,  with  small 
business  passing.  Iranian,  260s.,  duty  paid. 
Dill.  —  Indian  in  short  supply  at  95s.. 
spot;  shipment,  80s.,  c.i.f.,  with  business 
passing.  Fennel. — Chinese,  110s.,  duty 
paid;  Indian,  120s.  Fenugreek. — Sellers 
at  52s.  6d.,  duty  paid;  shipment,  45s.. 
c.i.f.  Mustard.  —  English.  75s.  to  95s., 
according  to  quality. 

Senega. — Spot  19s.  6d.  per  lb.;  ship- 
ment, small  lots  at  18s.  9d.,  c.  and  f. 
quoted. 

Senna.  —  Tinnevelly  leaves,  prime 
No.  1,  Is.  5d.  per  lb.,  f.a.q.;  No.  3,  9d. 
Pods:  manufacturing  (f.a.q.),  lOd.  and 
hand-picked,  Is.  6d.  to  Is.  lOd.  Alexandria 
pods:  Manufacturing,  offered  from  Is.  6d. 
Good  hand-picked  cleared. 

Shellac— F.O.T.N.,  200s.  per  cwt. ;  No. 
1.  222s.  6d.;  F.O.,  232s.  6d.  to  282s.  6d., 
spot. 

Squill. — White:  from  80s.  to  85s.  per 
cwt.  spot. 

Stramonium.  —  Indian  leaves  60s.  per 
cwt.,  spot.  Dutch  0-5  per  cent,  alkaloid. 
93s.,  c.i.f. 

Styrax.  —  Spot,  33s.  per  lb.,  shipment. 
32s.,  c.i.f. 

Tonquin  beans. — Para  spot,  8s.  per  lb. 
Shipment  about  7s.  c.i.f.    Angostura  lis. 

Tragacanth.  —  No.  1  ribbon,  £135  to 
£140  per  cwt.    No.  2,  £125  to  £130. 

Turmeric.  —  Madras  finger  on  spot  is 
110s.  per  cwt.;  new  chop.  April-May  ship- 
ment, 93s.  6d.,  c.i.f. 

Valerian  root.  —  Spot :  Indian  (with 
rootlets),  130s.  and  Belgian,  175s,  per  cwt. 
Dutch  whole  (max.  2\  per  cent,  sand)  for 
prompt  shipment,  173s.,  c.i.f. 

Vanillin. — Rates  (per  lb.)  are  now:  — 
5-cwt.  lots,  23s.  3d.;  1-cwt.,  23s.  6d.; 
56-lb.,  23s.  9d. ;  smaller  quantities,  24s. 

Waxes.  —  (Per  cwt.).  Bees' — Dar-es- 
Salaam,  spot,  480s.;  shipment,  470s.,.  c.i.f. 
Abyssinian,  spot  410s.  in  bond;  shipment, 
405s.,  c.i.f.  Benguela,  shipment.  405s., 
c.i.f.  Sudanese,  spot,  450s. ;  shipment, 
390s.,  c.i.f.  Candelilla,  spot,  460s. 
Carnauba.  fatty  grey,  spot,  555s. ;  ship- 
ment, 510s.,  c.i.f.;  prime  yellow,  spot. 
850s.,  shipment,  790s.,  c.i.f. 


Essential  and  Expressed  Oils 

Amber. — Rectified  on  the  spot.  Is.  6d. 
per  lb. 

Anise. — Chinese,  7s.  7d.  per  lb.,  spot; 
shipment,  7s.  6d.,  c.i.f. 

Bergamot. — Spot,  from  72s.  6d.  per  lb. 

Bois  de  rose. — Brazilian,  15s.  3d.  per 
lb.  on  the  spot  and  14s.  9d.,  c.i.f. 

Cananga. — Spot,  from  40s.  to  47s.  6d. 
per  lb. 

Cassia.  —  Spot,  15s.  6d.  per  lb.;  ship- 
ment, 15s..  c.i.f. 

Cedarwood.  —  American  rectified,  5s. 
per  lb.  spot. 

Citronella. — Ceylon,  spot,  7s.  3d.;  ship- 
ment, 7s.  per  lb.,  c.i.f.  Formosan,  spot, 
7s.  l^-d.  in  bond;  shipment,  7s.  Id.,  c.i.f. 

Coriander. — B.P.  oil,  52s.  6d.  per  lb., 
spot. 

Geranium.  —  Bourbon,  185s.  per  lb.  on 
the  spot. 

Grapefruit.  —  Jamaican.  15s.  per  lb. 
spot.  Florida.  17s.  spot. 

Lemon. — B.P.  grades  from  16s.  to  26s. 
per  lb.  on  the  spot.  Californian  for  ship- 
ment 25s.  to  28s.  6d.,  c.i.f.  Terpeneless. 
500s.  per  lb. 

Lemongrass.  —  Spot,  13s..  6d.  per  lb., 
and  shipment,  13s.  3d.,  c.i.f. 

Lime. — West  Indian  distilled,  51s.  per 
lb.  on  the  spot. 

Nutmeg. — Imported  b.p.  oil  is  90s.  per 
lb.    English-distilled  100s. 

Orange. — Spot  quotations  of  sweet  oil 
include  Floridan  at  4s.  per  lb. ;  West 
Indian,  5s.  6d.;   Israeli,  7s.  6d. 

Palmarosa.  —  Spot.  35s.  per  lb.,  34s., 
c.i.f. 

Patchouli.  —  Penang  is  37s.  6d.,  duty 
paid  and  31s.,  c.i.f.  per  lb. 

Pennyroyal. — Spot,  15s.  per  lb.,  duty 
paid. 

Peppermint.  —  Arvensis:  Chinese  spot. 
37s.  6d.  per  lb.  Brazilian,  16s.  6d.  spot 
and  shipment,  16s.  6d.,  c.i.f.  Piperita: 
Italian  "  Miteham-type  "  from  42s.  6d.  to 
48s.  6d.;  American,  26s.  to  30s.,  as  to 
origin. 

Petitgrain.  —  Paraguay  19s.  per  lb., 
spot;  shipment,  18s.  3d.,  c.i.f. 

Pimento.  —  English-distilled  berry. 
167s.  6d.  per  lb.;  imported.  77s.  6d.  Rec- 
tified leaf  27s.  6d.  per  lb.  for  small  lots. 

Pine.  —  Pumilionis  on  the  spot  is  16s. 
per  lb.;  sylvestris,  25s.;  Siberian  (abietis), 
12s.  6d.  to  14s. 

Rosemary.— Spanish  is  7s.  3d.  per  lb. 
on  the  spot  for  best  quality. 

Rue. — Spanish  is  25s.  per  lb.  spot. 

Sage. — Spanish,  9s.  per  lb. 

Sandalwood.  —  Mysore,  spot  107s.  6d. 
to  110s.  per  lb.  East  Indian.  107s.  6d.  to 
110s. 

Sassafras. — Brazilian  is  from  3s.  6d.  per 
lb.,  duty  paid. 

Spearmint.— American  oil  from  67s.  6d. 
to  70s.  per  lb.   Chinese,  none  available. 

Tangerine.— From  24s.  to  26s.  per  lb. 
spot. 

Ylang  ylang.— Spot,  from  37s.  6d.  to 
46s.  per  lb.  as  to  grade. 

UNITED  STATES  REPORT 

New  York.  March  8 :  Rotenone  is 
expected  to  rise  during  the  next  quar- 
ter. Lobelia  advanced  5  cents  to  50 
cents  a  lb.  Hungarian-type  Chamomile 
was  lower  at  $110  a  lb.  (15  cents 
down).  Ergot  declined  10  cents  to  90 
cents  a  lb.  and  Ipecacuanha  was  lower, 
$7  50  (down  50  cents).  Ceylon  Citro- 
nella was  up  15  cents  to  $1-05  lb.,  and 
Algerian  Geranium  was  down  $1  to 
$21. 
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WORLD  TRADE 

New  Zealand  Import  Relaxations. — 

New  Zealand  is  expected  to  relax  im- 
port controls  shortly. 

Decimal  Coinage  for  Pakistan. — The 
Pakistan  cabinet  has  decided  to  intro- 
duce decimal  coinage  in  Pakistan  in 
1961.  The  cabinet  also  decided  gradu- 
ally to  replace  British  weights  and 
measures  by  the  metric  system. 

Australian  Imports. — Trade  authori- 
ties in  Canberra  expect  a  number  of 
countries  to  make  concerted  bids  to  cap- 
ture a  slice  of  the  Australian  market 
for  the  goods  which  were  recently  freed 
of  import  restrictions  (C.  &  D„  Febru- 
ary 27,  p.  241),  among  which  were 
pharmaceutical  preparations.  Australian 
importers  are  displaying  great  interest 
in  enlarging  the  scope  of  goods  avail- 
able to  the  Australian  community.  Re- 
tailers are  particularly  interested  in 
buying  from  the  dollar  market,  which  is 
freer  now  than  for  the  past  twenty 
years. 

West  German  Chemical  Industry. — 

The  turnover  on  West  Germany's 
chemical  industry  in  1959  amounted  to 
D.M. 20,520  millions.  That  was  an  in- 
crease of  13-6  per  cent,  over  the  1958 
figure  and  compared  with  an  average 
increase  of  9T  per  cent,  in  the  whole 
German  industry.  The  producer  price 
index  in  the  industry  fell  by  more  than 
2  per  cent,  last  year  to  183  (1938  equals 
100).  Since  1950,  while  industry  producer 
prices  generally  rose  by  24  per  cent,  in 
West  Germany,  those  in  the  chemical 
industry  rose  by  only  5  per  cent.  The 
number  of  people  employed  in  the 
industry  rose  by  9,000  to  429,600. 

Common  Market  Speed-up  Plans.  — 

The  executive  commission  of  the  Euro- 
pean Common  Market  is  submitting 
proposals  for  the  reduction  of  mutual 
tariffs  among  the  six  member-countries 
by  20  per  cent,  on  July  1  against  the 
planned  10  per  cent,  cut,  and  introduc- 
ing a  common  external  tariff  by  that 
date,  eighteen  months  ahead  of  sche- 
dule. All  import  quotas  between  the 
member  states  should  be  removed  by 
the  end  of  1961.  It  is  also  recommen- 
ded that  the  common  external  tariff 
for  imports  from  countries  outside  the 
Community  should  take  effect  from 
July  1  instead  of  by  the  end  of  1961. 
The  basis  for  the  new  common  tariff 
would  be  the  arithmetical  average  of 
the  six  national  tariffs  reduced  by  20 
per  cent. 

PATENTS 

{by  permission.  Controller,  H.M.  Stationery  Office) 
COMPLETE  SPECIFICATIONS  ACCEPTED 
From  the  "  Official  Journal  (Patents)," 
March  2 

Derivatives  of  purine  and  the  manufacture  thereof. 
Wellcome  Foundation,  Ltd.  (Burroughs  Well- 
come &  Co.  (U.S.A.),  Inc.).  833,463. 

Phenothiazine  derivatives.  Scherico,  Ltd.  833,473. 

Basically  substituted  ketones  and  a  .  process  for 
their  manufacture.  Farbwerke  Hoechst  A.G.. 
vormals  Meister,  Lucius,   &  Briining.  833,657. 

Steroid  compounds.  Laboratoires  Francais  de 
Chimiotherapie.  833.546. 

Thiocolchicine  derivatives  and  their  preparation. 
Uclaf.  833,799. 

Benzhydryl  ethers.  Beecham  Research  Labora- 
tories, Ltd.  833,807. 

Preparation  of  piperazine .  Jefferson  Chemical  Co. 
835,589. 

Steroid  esters  and  the  preparation  thereof. 
Organon  Laboratories,  Ltd.  833,582. 


Drug  composition.   Rohm  &  Haas  Co.  833,458. 

Fermentative  preparation  of  prednisolone. 
Shionogi  &  Co.,  Ltd.  833,595. 

Preparation  of  pyrrolidyl  esters  and  quaternary 
compounds  thereof.  Beecham  Research  Labor- 
atories, Ltd.  833,820. 

Resolution  of  monoammonium  DL-glutamate, 
International  Minerals  &  Chemical  Corporation. 
833,823. 

Piperazine   derivatives.   Schinco.   Ltd.  833,474. 

Insecticidal  compositions.  Associated  Fumigators, 
Ltd.  833,632. 

Preparation  of  aromatic  carboxylic  acids^  Im- 
perial Chemical  Industries,  Ltd.  833,440. 

Production  of  ammonium  compounds.  J.  R. 
Geigy,  A.G.  833,573. 

Substituted  N,  N1-diphenyl-sulphamides  and  their 
use  in  insecticidal  agent.  I.  R.  Geigy,  A.G. 
833,788. 

Chlorination  of  alkyl  esters  of  aromatic  carboxylic 

acids.  Monsanto  Chemical  Co.  833,594. 
British  patent  specifications  are  obtainable  (price 
3s.  6d.  each)  from  The  Patent  Office,  23  South- 
ampton Buildings.  Chancery  Lane,  London,  W.C.2. 

TRADE  MARKS 

APPLICATIONS  ADVERTISED 
BEFORE  REGISTRATION 
From  the  "  Trade  Marks  Journal,"  February  17 

For  pharmaceutical  preparations  and  substances, 
all  for  veterinary  use  (5) 

VETIDREX,  793,104,  by  CIBA,  Ltd.,  Basle, 

Switzerland. 

For  pharmaceutical  preparations  in  tablet  form 
for  human  and  veterinary  use,  but  not  including 
preparations  for  use  in  the  treatment  of  haemorr- 
hoids or  varicose  ailments  of  the  rectum  (5) 
GELMATAB,  793,106,  by  Gale,  Baiss  &  Co., 
Ltd.,  London,  S.E.15. 
For  medicated  ointments  (5) 

ULCEAL,  793,129,  by  J.  &  I.  Ballard,  Lon- 
don, S.W.17. 
For  pharmaceutical  preparations  and  substances, 
all  sold  in  containers  and  being  for  sale  in  the 
United  Kingdom,  but  not  including  infants'  and 
invalids'  foods,  dietetic  foods  or  medicated  con- 
fectionery (5) 

MONOPULE,  793,511,  by  Bayer  Products,  Ltd., 
Kingston-upon-Tliames,  Surrey. 
For  sanitary   preparations   for  use   in  the  litter 
trays  of  domestic  animals  (5) 

PURE-A-PETS,  B793.577,  by  Alan  Frank  Cor- 
nell and  Peter  James  Bolton,  London,  E.I5. 
For  veterinary  preparations  containing  copper  (5) 
COPAVET,  B793.745,  by  Crookes  Laboratories, 
Ltd.,  London,  N.W.10. 
For  analgesics  and  antipyretics,  all  being  phar- 
maceutical preparations  in  tablet  form  (5) 

PANETS,  794,660,  by  Ward,  Blenkinsop  &  Co., 
Ltd.,  London,  W.C.I. 
For  all  goods  (5) 

PROSAMORIN,   795,800,   by  May   &  Baker, 
Ltd.,  Dagenham,  Essex.  INFEBRINE,  796,089, 
by   Vick   Chemical   Co.,   Wilmington  Manor, 
Delaware,    U.S.A.    TERSAVID,    796,550,  by 
Roche  Products,   Ltd.,  Welwyn  Garden  City, 
Herts.  MOLUCID,  796,977,  by  Imperial  Chemi- 
cal Industries,  Ltd.,  London,  S.W.I. 
For  pharmaceutical   preparations   and  substances 
for  human  and  veterinary  use;  sanitary  substances 
and  disinfectants  (5) 

ORACON,  796,980,  by  Imperial  Chemical  In- 
dustries, Ltd.,  London,  S.W.I. 
For  pharmaceutical  preparations  for  the  treatment 
of  coughs  (5) 

RESPULMON,  797,065,  by  Farbwerke  Hoechst, 
A.G.,    vormals    Meistef    Lucius    &  Bruning, 
Frankfort-on-Main,  Germany. 
For  veterinary  preparations  for  use  in  the  treat- 
ment of  digestive  complaints  (5) 
DIGESTAVITE,  788,703,  device  with  word;  and 
DIGESTAVITE,  790,525,  by  Marius  Paul  Louis 
Grosjean,  Esbly,  France. 
For  photographic  and  cinematographic  apparatus 
and  instruments ;  and  parts  (9) 

ELMO,  774,331,  by  K.  K.  Elmo-Sha,  Nagoya, 
Japan. 

For  photographic  cameras  (9) 

SPORTOMAT,  796,398,  by  Ilford,  Ltd.,  Ilford, 
Essex. 

For  medical  syringes  and  hypodermic  needles  (10) 
STERISEAL,  796,688,  by  Shrimpton  Steriseal, 
Ltd.,  Birmingham,  3. 
For  photographs,  photograph  stands  and  photo- 
graphic dry-mounting  apparatus  (16) 


ORWOLETTE.  KOLIBRETTE,  794,845-46,  by 
'  Veb  Film-Fabrik  Agfa  Wolfen,  Wolfen,  Bi'tter- 

feld,  Germany. 
For  hair  curlers  for  attachment  to  the  hair  (26) 
DORMA-ROLL,    794,813,    by    Newey  Bros., 
Ltd.,  Birmingham,  19. 

Assignments 

The  following  mark  (5)  has  been  assigned  with- 
out goodwill  of  the  business  in  which  it  was 
then  in  use 

STYLENOL,  659,399,  by  Eric  William  Styles, 
Bovey  Tracey,  Devon,  to  McNeil  Laboratories, 
Inc.,  Philadelphia,  Pennsylvania,  U.S.A. 

From  the  "  Trade  Marks  Journal,"  February  24 

For  chemical  preparations  containing  sorbic  acid, 
sorbic  acid  salts  or  sorbic  acid  derivatives,  all 
for  use  as  antioxidants  and  as  preservatives  in 
manufactures  (1) 

NIPASORBIN,  792,146,  by  Nipa  Laboratories, 

Ltd.,  London,  E.C.3. 
Far  detergents   in   liquid   form   {not  for  use  in 
industrial  or  manufacturing  processes')  (3) 

BEEP,  785,079,  by  British  Petroleum  Co.,  Ltd., 

London,  E.C.2. 
For  soaps,  perfumes,  non-medicated  toilet  prepara- 
tions, cosmetic  preparations,  preparations  for  the 
hair  and  dentifrices  (3) 

CYNIQUE,  790,626,  by  Chanel,  Ltd.,  Croydon, 

Surrey. 

For  powders  and  creams,  all  being  non-medicated 
toilet  preparations  for  babies;  soaps,  brilliantines, 
hair  lotions,  toilet  shampoos,  shaving  cream,  non- 
medicated  bath  salts,  non-medicated  toilet  pre- 
parations for  the  hands  and  perfumes  (3) 

BRISTOW'S  SATIN  SKIN,  794,663,  by  County 
Laboratories,  Ltd.,  Stanmore,  Middlesex. 
For  hair  lotion  (3) 

CAN-NUTE,  795,987,  by  Costas  Chris,  Bexley- 
heath,  Kent. 
For  cleaning  preparations  (3) 

CONKER,  796,124,  by  Deb  Chemical  Proprie- 
taries, Ltd.,  Belper,  Derbys. 
For  soaps,   perfumes,   non-medicated   toilet  pre- 
parations,   eau-de-Cologne,    essential    oils,  cos- 
metics,  hair  lotions  and  dentifrices  (3) 
KORSAR,  796,233,  by  Eau  de  Cologne  and 
Parfiimerie-Fabrik,     Glockengasse     No.  4711, 
Gegenuber  der  Pferdepost  von  Ferd,  Mulhens, 
Cologne  on  Rhine,  Germany. 
For   non-medicated    toilet    preparations,  eau-de- 
Cologne,  brilliantine,  and  after-shave  lotions,  all 
for  men  (3) 

LENTHERIC  MAN  ABOUT  TOWN,  796,414, 
by  Lentheric,  Ltd.,  London,  W.l. 
For  preparations  for  waving  and  setting  the  hair 
(3)  and  for  hair  curlers  not  being  hand  tools  and 
not  being  in  the  nature  of  machines  (26) 
NICHOL,  769,761,  770,145,  by  Nichol  Beauty 
Products,  Ltd.,  London,  E.2. 
For  preparations  in  liquid  form  for  cleaning  car- 
pets  and   fabrics    (3)   and   for   disinfectants  in 
liquid  form  (5) 

Device    with    word    DOVE,    789,787-88,  by 
Evode,  Ltd.,  Stafford. 
For  dietetic  foods  (5) 

FRAT,  B799.324,  by  Andomia  Products,  Ltd., 
Bradford,  Yorks. 
For  all  goods  (5) 

DERONIL,  783,242,  by  Schering  Corporation. 
Bloomfield,  New  Jersey,  U.S.A.  AQUA- 
MEPHYTON,  787,708,  by  Merck  &  Co.,  Inc., 
Rahway,  New  Jersey,  U.S.A.  PEDEM,  796,670, 
The  British  Drug  Houses,  Ltd.,  London,  N.l. 
EPINEL,  EPINEX,  796,922-23,  by  the  Well- 
come Foundation,  Ltd.,  London,  N.W.I. 
TOLTRO,  797,454,  by  Aspro-Nicholas,  Ltd., 
Slough,  Bucks. 
For  medicated  toilet  preparations  for  the  skin 
and  for  the  treatment  of  the  scalp  (5) 
MAX  FACTOR,  787,472,  by  Max  Factor  & 
Co.,  Los  Angeles,  California,  U.S.A. 

WILLS 

Mr.  H.  Buckingham,  M.P.S..  61  Frederick 
Road,  Aston,  Birmingham,  left  £28,029  (£27,664 
net). 

Mr.  W.  Gray,  M.P.S.,  10  Arundel  Road, 
Luton,  Beds,  left  £15,826  (£15,736  net). 

Mr  F.  C.  Miller,  M.P.S.,  288  St.  Helen's 
Road,'  Hastings,  Sussex,  left  £1,102  (£1,041  net). 

MR.  A.  Sheard,  M.P.S.,  24  Abbey  Road, 
Knaresborough,  Yorks,  left  £26.235  (£22,202  net). 
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fine- 


Beer  Shampoo  is  renowned  for  its 
immediate  action  in  bringing  life  and  lustre 
to  the  dullest  hair  and  facilitating  setting  of 
the  finest  hair. 

As  a  further  boost  to  sales,  cash  prizes  are 
being  offered  every  month  until  August  in  the 
simple  Linc-o-Lin  Beer  Shampoo  Competition 
— cash  prizes  too  for  the  retailers  supplying 
Linc-o-Lin  Beer  Shampoo  to  the  winners. 
Entry  forms  will  be  supplied  with  all  packs  of 
Linc-o-Lin  Beer  Shampoo  despatched  during 
this  six  months  period  and  attractive  window 
stickers  announcing  the  competition  will  be 
sent  to  retailers. 


Order  supplies  now  and  take  advantage  of  the  boost  to 
sales  through  the  Linc-o-Lin  Beer  Shampoo  Competition 


BABY  BARREL 

Retail  2/3 


Box  of  6  'Magnum'  packs  -  -  16/-  plus  4/-  P.Tax 
Box  of  3  doz.  Single  sachets  -  15/-  plus  3/9  „ 
Box  of  1  doz.  Baby  Barrels  -  -  14/8  plus  3/8  „ 
Box  of  3  doz.  Twin  Packs  -  -  20/-  plus  5/-  „ 

DISPLAY  BONUS  TERMS  -  12J%  on  any  24 
boxes.  Discount  based  on  net  cost  -  excluding  tax. 


A 

PRODUCT  BY 


ACOrn  6791 


LINCOLN  CHEMICALS  LIMITED 

55/57,  Strafford  Road,  London,  W.3. 
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86%  of  people  prefer  pharmaceuticals 

packed  in  GLASS 


RELATIVE  IMPORTANCE  OF 
PHARMACEUTICAL  PACK  FEATURES 
TO  CONSUMERS 


An  independent  Survey  of  public  preferences  in  packing  shows  that 
86%  of  all  people  prefer  pharmaceuticals  packed  in  glass.  Why? 
Because  people  know  they  can  trust  glass  to  protect,  and  to  protect 
perfectly  and  indefinitely.  They  know  glass  hides  nothing,  never 
affects  the  quality  or  composition  of  the  product  it  preserves.  Yes, 
people  trust  products  packed  in  glass.  For  this  reason  glass  is  a 
positive  sales  factor;  it  creates  that  confidence  to  buy  that  stimu- 
lates sales. 

The  graph  on  the  left  shows  the  relative  importance  of  the  con- 
sumers' requirements  for  a  pharmaceutical  container.  See  how 
perfectly  glass  measures  up  to  these  standards. 

More  and  more,  efficient  packing  is  becoming  the  joint  responsi- 
bility of  the  glass  container  manufacturer  and  the  Packer.  There  is 
always  something  new  in  glass.  If  you  would  like  up-to-date  informa- 
tion on  the  latest  trends  in  glass  packing,  your  glass  container 
manufacturer  will  be  pleased  to  supply  it. 


YOU  CAN  TRUST  IN 


GLASS 


This  is  an  advertisement  of 

THE  GLASS  MANUFACTURERS'  FEDERATION  ■  19  PORTLAND  PLACE 


LONDON  W1  •  LANgham  6952 
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TELEVISION 

Programme  details  are  given  to  enable  chemists 
to  put  in  Iinking-up  displays  if  they  wish. 
Figures  in  the  columns  represent  number  of 
appearances   of  the   product  during   the  week. 


CONTEMPORARY  THEMES 


March  20-26 


a  s  z 


z  I  5 


Alka-Seltzer  ...  1 

Anadin        ...       ...  3 

Andre  Philippe 

hair  lacquer  ...  — 
Andrews  liver  salt...  — 
Anne  French         ...  1 

Askit   — 

Aspro   — 

Beecham's  pills  ...  2 
Bengers  food  ...  — 
California  syrup  of 

figs 
Citroze 
Cuticura 
Delrosa 
Delsey 

Dixor  products 

Dristan   — 

Euthymol  tooth- 
paste       ...       ...  1 

Germolene    ...       ...  2 

Glovelies      ...       ...  — 

Hi-Glo    3 

Horlicks    3 

Imperial  Leather  ...  2 
Johnsons  Baby  Suds  1 
Loxene  shampoo  ...  1 
Loxene    hair    cream  4 
Lucozade     ...       ...  — 

Marigold  baby  pants  — 
Marigold  gloves     ...  4 

Max  Factor   3 

Milk  of  Magnesia  ...  2 
tablets  — 
Nemakol      ...       ...  2 

Phillips'   tooth-paste  2 


1111 
114  5 


1  1 

1  — 


—    2    2    1  —  —  —  

4  

2  3  •  — 

11111111  — 

3  —  

1    3  2  


1 


1    1  1 

1  1  1 

2  3  — 


2  2 

3  3 
I  1 


12  11 


1  — 


1  1 


Phyllosan 
Preparation  "  H 
Ribena 

Rinstead  pastilles 
Savril 

Sebbix  shampoo 
Sentor 

Setlers   —  — 

Silvikrin 

cream  shampoo    4  3 
hair  cream    2  1 

Sun  Orange  Quosh...  

'1  wink  home 


8  8  9  9 
2    12  — 


permanent 
Valderma  balm 

soap  ... 

Vaseline 

petroleum  jelly 
medicated  shampoo 
Vvkmin 
Winspray 
Yeast -Vite  ... 
Zeph  nasal  spray  ... 


4    4    4    4    4    4  4 

3  —    2    2  2 


4  1 
1  1 


111111 

 1  

2  2  1  —  1  1  1  — 
 4  4 


PRINT;AND  PUBLICITY 

PUBLICATIONS 
Medical  Propaganda 

Manufacturers'    leaflets,    folders,    booklets,  etc.. 

directed  to  doctors  but  available  to  pharmacists. 

Bayer  Products,  Ltd.,  Neville  House,  Eden 
Street,  Kingston  -  upon  -  Thames,  Surrey: 
"  Lenium  "  (3-p.  folder). 

The  British  Drug  Houses.  Ltd.,  Graham 
Street,  London.  N.l:  "  Almacarb  tablets" 
(leaflet  and  card),  "  Pectamol  linctus  "  (folder). 

British  Schering,  Ltd.,  229  Kensington  High 
Street,  London,  W.8:  "  Albucid  nasal  spray" 
(card),  "  Orasecron  "  (4-p.  folder). 

CIBA  Laboratories,  Ltd.,  Horsham,  Sussex: 
'"  Ismelin  "  (16-p.  booklet). 

Glaxo  Laboratories,  Ltd.,  Greenford,  Middle- 
sex: "  Biotexin,"  "  Crystapen  V  granules," 
"  Cytamen,"  "  Delta-Cortelan  tablets,"  "  Ery- 
silin  "  (information  cards). 


Subjects  of  contributions  in  current 

Hydroflumethiazide,  action  in  relation  to 
adrenal  steroids  and  potassium  loss.  Lancet, 
March  5. 

Prednisolone-2  1-phosphate  cnemata,  local  treat- 
ment of  ulcerative  colitis.  Lancet,  March  5. 

Vancomycin,  staphylococcal  septicaemia  treated 
with,  in  the  presence  of  renal  failure.  Lancet, 
March  5. 

Parathion  poisoning  from  contaminated  barley. 

Lancet,  March  5. 
Iproniazid  in  the  treatment  of  angina  of  effort. 

Brit,  med.  J.,  March  5. 
Phenmetrazine,   a   clinical   trial  of. 

childhood.  Brit.  med.  J.,  March  5. 
Phenacetin,    renal    risks    of.  Brit. 

March  5. 

Hypotensive    Drugs,  pharmacology 

med.  J.,  March  5. 
Carotene,     formation     of     in     vitro.  Nature 

March  5. 

Aerosols,  pressurised  pharmaceutical,  for  inhala 
tion  therapy.  J.  Amer.  pharm.  Ass.  February 


Obesity  in 
med.  J., 
of.  Brit. 


medical  and  technical  periodicals. 

Corticosteroids,  correlation  between  the  electro- 
lyte and  water  content  of  the  organs,  and 
hypertension  after  administration  of.  Nature, 
March  5. 

Potassium,  effect  of  on  muscle  tension,  especi- 
ally on  that  of  vascular  muscle.  Nature, 
March  5. 

Adrenaline  and   Insulin,  effect   of,   upon  the 

oxygen    consumption    of    hyperthyroid  rats. 

Nature,  March  5. 
Blood,  sedimentation  of,  without  anticoagulants. 

Nature,  March  5. 
Tissue  preparation,  effects  of  a  method  of,  on 

the  assay  of  tissue  enzyme  activities.  Nature, 

March  5. 

Anion    exchange    cellulose  chromotacraphy. 

Separation    of   serum    antibody    activities  by. 

Science,  February  19. 
Tablets,  effect  of  granule  size  upon  disintegration 

time  and  capping  of.   J.   Amer.  pharm.  Ass. 

February. 


COMING  EVENTS 

Items  for  inclusion  under  this  heading  should  be  sent  in  time  to  reach  the 
Editor  not  later  than  first  post  on 


Monday,  March  14 

Lancaster,  Morecambe  and  Westmorland 
Branch,  Pharmaceutical  Society,  Arcadian 
restaurant,  Morecambe,  at  7.45  p.m.  Mr.  D. 
Kemp  (Kodak,  Ltd.)  on  "  Caving  with  a 
Camera." 

Northampton  Branch,  Pharmaceutical  Society, 
Corner  House  cafe,  Wood  Hill,  at  7.30  p.m. 
Mr.  P.  Colton  (Kodak,  Ltd.)  on  "  Photography 
in  Colour." 

Southport    Branch.    Pharmaceutical  Society, 

Royal  hotel,  at  7.45  p.m.  Talk. 
Wolverhampton   Pharmaceutical  Association, 

Star  and  Garter  hotel,  at  8  p.m.  Talk. 

Tuesday,  March  15 

Hertford  Branch,  Pharmaceutical  Society. 
Secondary  school.  Mangrove,  at  8  p.m.  Mr. 
W.  P.  Hutchinson  (Atomic  Energy  establish- 
ment) on  "  Elementary  Atomic  Energy  and 
the  Pharmacist." 

Oil  and  Colour  Chemists'  Association.  Royal 
Horticultural  Society,  new  hall,  London, 
S.W.I.  Exhibition  until  March  17. 

Oxford  Branch,  Pharmaceutical  Society,  Niel- 
sen house,  Headington.  at  8  p.m.  Mr.  H.  G. 
Moss  (chairman.  N.P.U.  executive)  on 
"  Whither  Pharmacy — a  Contrast  in  British  and 
American  Trends." 

S.E.  London  Chemists'  Association  Metro- 
politan Branch,  Miller  hospital,  Greenwich. 
London,  S.E.10,  at  7.45  p.m.  Dr.  C.  W.  A. 
Searlc  on  "  Clinical  Uses  and  Effects  of  the 
Newer  Drugs  and  Preparations  in  Ophthalmic 
Treatment." 

Sheffield  Branch,  Pharmaceutical  Society, 
Grand  hotel,  at  8  p.m.  Mr.  R.  B.  Zachary  on 
"  East  and  West  of  the  Iron  Curtain." 

Society  of  Cosmetic  Chemists,  Royal  Society 
of  Arts,  at  7.30  p.m.  Mr.  E.  S.  Maurer  on 
"  Fragrance  in  the  Natural  Orders." 

Tunbridge  Wells  Branch,  Pharmaceutical 
Society,  Castle  hotel,  at  7.45  p.m.  Mr.  B.  S. 
Furneaux  on   "  Down   to  Earth." 

Wednesday,  March  16 

Birmingham  Pharmaceutical  Association.  Bot- 
anical gardens,  Edgbaston,  at  7  p.m.  Dinner 
dance. 

Burnley  Branch.  Pharmaceutical  Society, 
Cross  Keys  hotel,  St.  James  Street,  at  7.45 
p.m.  Dr.  D.  D.  McDonald  (May  &  Baker, 
Ltd.)  on  "  The  Treatment  of  Hypertension." 

London  Sections,  Society  of  Chemical  Indus- 
try and  Royal  Institute  of  Chemistry.  Uni- 
versity College,  Gower  Street,  London,  W.C.I, 
at  6.30  p.m.  Professor  F.  D.  Richardson  on 
"  High-temperature  Reactions  Involving  Con- 
densed Phases." 

Pharmaceutical  Society,  17  Bloomsbury  Square, 
London,  W.C.I,  at  7.30  p.m.  Dr.  A.  L.  Glenn 
on  "  Hydrogen  Ions  and  the  Pharmacist." 

Royal  Society  of  Arts,  John  Adam  Street, 
Adelphi,  London,  W.C.2,  at  2.30  p.m.  Dr.  D.  R. 
Davies  (Wantage  radiation  laboratory,  Atomic 


Wednesday  of  the  week  of  insertion. 

Energy  Authority)  on  "  Induced  Mutations  in 
Crop  Plants,  Prospects  and  Prospectives." 

Society  of  Instrument  Technology,  26  Port- 
land Place,  London,  W.l,  at  7  p.m.  Messrs. 
A.  H.  Doveton  and  K.  C.  W.  Pedder  on 
"  Simulation  of  a  Large  Chemical  Plant  on  an 
Electronic  Analogue  Computer." 

West  Hertfordshire  Branch.  Pharmaceutical 
Society,  Green  Man.  Watford,  at  8  p.m. 
Dr.  H.  Flack  (editor.  Family  Doctor)  on 
"  Humorous  Aspects  of  Medical  Journalism." 


Associa- 
p.m.  Dr. 
Poisoning 


Thursday,  March  17 

Brighton  and  Hove  Pharmaceutical 
tion,  Dudley  hotel,  Hove,  at  8.30 
K.  Simpson  (London  University)  on 
in  Practice." 

Bournemouth  Branch,  Pharmaceutical  Society, 
Grand  hotel,  at  7.30  p.m.  Mr.  D.  Kemp 
(Kodak,  Ltd.)  on  "  Caving  with  a  Camera." 

Dundee  and  Eastern  Scottish  Branch.  Phar- 
maceutical Society,  Royal  hotel,  at  7.30  p.m. 
Annual  meeting.  Mr.  W.  K.  Fitch  on  "  Phar- 
maceutical Advertising." 

Leicester  Branch,  Pharmaceutical  Society,  St. 
Philips  Church  hall,  at  8  p.m.  Whist  drive. 

Nottingham  Branch,  National  Association  of 
Women  Pharmacists.  At  3  p.m.  Visit  to 
E.  Carter  &  Co.,  Ltd.,  Jubilee  Works,  Sawley. 

Oldham  Branch,  Pharmaceutical  Society, 
Union  Club,  Union  Street,  at  8  p.m.  Talk. 

Portsmouth  Branch,  Pharmaceutical  Society, 
Royal  Beach  hotel,  Southsea,  at  7.30  p.m.  Dr. 
M.  Lumb  on  "  Recent  Advances  in  Antibiotic 
Research." 

WESTERN     (LONDON)     PHARMACISTS'  ASSOCIATION 

Metropolitan    Branches,    Connaught  rooms. 
Great  Queen  Street,  London, 
p.m.  Dinner  dance. 


W.C.2,  at  6.30 


Friday,  March  18 

Fine  Chemicals  Group,  Society  of  Chemical 
Industry,  School  of  Pharmacy,  Brunswick 
Square,  London,  W.C.I,  at  6.30  p.m.  Drs. 
J.  F.  Brown  and  I.  D.  P.  Wootton  on  "  Tech- 
niques of  Automatic  Analysis." 

Hull  Chemists'  Association  and  Branch  of  the 
Pharmaeutical  Society,  Y.P.I.  assembly 
room,  at  8  p.m.  Meeting. 

School  of  Pharmacy,  Bristol  College  of  Tech- 
nology, Ashley  Down,  at  6  p.m.  Open  even- 
ing, prize  distribution. 

Scottish  Department,  Pharmaceutical  Society, 
36  York  Place,  Edinburgh,  at  7.45  p.m.  Pro- 
fessor J.  P.  Todd  (Royal  College  of  Science  and 
Technology,  Glasgow)  on  "  Experiences  with 
Pyrogens." 

Advance  Information 

Pharmacy  Department.  Bristol  College 
of  Technology.  Royal  hotel,  on  April  1. 
at  7.45  p.m.  Dinner  and  dance.  Tickets  from 
Miss  B.  G.  Ross,  Davy  House.  College  of  Tech- 
nology. 
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CUMULATIVE  LIST  OF  AMENDMENTS  TO  THE 

C.  &  D.  Quarterly  Price  List,  March  1 


Accura  3  (1391  CHB) 
electric  shaver  super  . . 

sport  . . 
Delete  Aerosporin  (208  BW) 

ointment        . .        10  gm 
Allenbury's  (34  A  All) 

pastilles  sugarless         2  oz 
*  Andre  Philippe  (48  AP) 

liquid  shampoo  22     . .  4  oz 
men's  lacquer  aerosol  101 
Andy  (1392  TT) 

nylon  pile  beauty  mitt 
Arthene  (347  Dalmas)  . .  1  oz 
2  oz 

Delete  Banocide  (208  BW) 

(Vet.),  200  mgm        . .  10 
R  Ascon  (37  Allied)       dp  80  oz 
Barosil  (267  C&A),      dp  1  lb 


*=New  Product;  A= Advanced;  R=Reduced 

Delfen  (922  Ortho) 
21 0    0  with  applicator 

175    0  tube  only 

Dibotin  (97  Bayer) 

tablets 
Direma  (378  TDC) 
tablets,  25  mgm 


76 
56 


15  9 


10  0  .26 
30    0       15  0 


1  9 


1  6 
5  0 


45    6  . .  5  11 

20  0  5  0  2  11 
23    0         5    9       3  4 


29  5ea 
180    0  .. 


pls7 


50  mgm 


Disamide  (179  BDH) 
tablets 


Dorminal  (147  Boots) 
tablets,  gr.  3 


100 

25 
100 
500 

25 
100 
500 

25 
100 
500 

100 


23  Oea 


Becovite  (1285  Vitamins) 
tablets 


Bemaphate  (142  BML) 
tablets 

Bemasulph  (142  BML) 
tablets  . . 


Durophet  (1061  kiker)  capsules 


100 
500 
1000 

25 
100 


25 

dp  100 
dp  500 

Bis-Pep  (549  Guest) 
tablets  

Bitonin  (147  Boots)  tonic 

tablets  36 

72 

B-R  (1023  Radiol) 
Bone  Radiol  (horses  and 
dogs)  . .        . .  5  oz 

A  gal 
lgal 

healing  jelly  .  .  . .  2  oz 
Broprin  (195  Brook  Parker) 

tablets  dp  3  x  100 

Calcium  disodium  Versenate 

(1061  Riker) 

tablets  100 

500 

ampoules  5  mil         . .  6 

veterinary  solution  100  mils 
R  Calvert's  (219  Calvert) 

No.  5  carbolic  soap,  twin  bar 
Carbellon  (830  Medo)  . .  50 
Carters  (1003  PP) 

little  liver  pills 


40 

0  .. 

5 

0 

160 

0  .. 

20 

0 

300 

0  . . 

37 

6 

45 

0  .. 

5 

74 

147 

0  .. 

45 

0  .. 

5 

74 

147 

0  .. 

61 

6ea 

6 

6 

1    74  1 

3 

16 

0  .. 

2 

0 

28 

0  .. 

3 

6 

94 

6 

23    Ik  12 

6 

99 

Oea 

24  9ea156 

10 

185 

6ea 

46  4Aea294 

0 

19 

0 

4    9  2 

6 

7 

6  .. 

192 

0  .. 

24 

0 

864 

0 

..     ..  108 

0 

336 

0  .. 

42 

0 

216 

0  .. 

27 

0 

10 

0  .  . 

1 

0 

18 

0 

4    6  2 

^i 

9 

7 

2  5 

4 

4  doz 

4  doz 

7-5  mgm 
12-5  mgm 


20  mgm 


30 
300 
30 
300 
30 
300 
4  OZ 


Easu  (339CG)  liniment 
Elliman's  (414  Elliman) 
(distributor,  994  P&M) 
"  universal  "  embrocation 
3929 

Delete   Enseals  (413  Lilly)  ferrous 
sulphate 
Epitone  (147  Boots)      . .  8  oz 


Esidrex  K  (262  Ciba) 
tablets 


5 
21 

104 
10 
39 

189 

54 
156 
56 


52 
344 

56 
372 

64 
416 

16 


26 
45 


EW) 


25 
100 
500 


9ea 
4ea 
Oea 
4ea 
Oea 
Oea 

0  .. 
0  .. 
Oea 


0  .. 
0  .. 

0  .. 
Oea 
4ea 


9  6 

7  0 

34  6 

8  7J 
32  0 


156  0 

15  6 

58  6 

283  6 


11  10 


6  9 

19  6 

84  0 

8  3  sls4 

6  6plsls4 
43  0plsls4 

7  0plsls4 
46  6plsls4, 

8  0plsls4- 
52  0plsls4 

2  6 


6  4 


3  9 
6  6 


6  9 
25  0 


Evan  Williams  (43 

shampoo  cream  tube       18  5 

Feedrite  (454  Feedrite) 
polythene  bottle 
spare  polythene 
First  aid  dressing  pack 

(1390  SFA)       18  0 
Fennings  (HOOTS)  code  correction 


4  oz 
8  oz 


122 
2 


Ferroids  (1061  Riker) 

Freemans  (479  WF) 
bathing  cap  Chic 

Sea  Child 
Diver 
Girl 
Maid 


100 
1000 

1B5 
1B7 
1B6 
IBS 
1B4 


80 
656 


10 
82 


Choice  (1388  Durazone) 
disinfectant 


54  oz 
94  oz 


11 

18 


air  purifier  aerosol 
fly  killer  aeroso1 
moth  proofer  aerosol  .  . 
Christmas  in  July  (150  Bourjois) 
s'  in  perfume 
perfume  purse  flacon  . . 
presentation 
"Spray  Mist" 
cologne  stick 

toilet  soap      . .        . .  3 
bath  cubes      . .        . .  6 
talcum  . .        . . 
cologne . . 


lanolin  shampoo 

5 

8 

Cobalin  (930  P&B) 

insufflation  capsules 

..  25 

112 

0  . 

100 

46 

Oea 

Outfit 

152 

0  . 

Codilax  (549  Guest) 

12 

6 

Cogentin  (837  MSD) 

tablets,  2  mgm 

..  500 

130 

Oea 

Cortisporin  (208  BW) 

0  . 

lotion 

10  mils 

135 

*  Coryzin  (499  Richter) 

tablets  . . 

..  50 

36 

0  . 

250 

12 

4ea 

500 

23 

Oea 

1000 

44 

■  Oea 

1  5 


3  li 


1 

3 

2 

0 

2 

11 

2 

11 

2 

11 

8 

6 

9 

6 

19 

6 

17 

6 

5 

6 

5 

9 

4 

6 

5 

6 

10 

6 

9 

14 

0 

52 

0 

19 

0 

2    0  pi 
195  0plsls4 
15  0 


Coty  (301  Coty) 
cream  powder  in  golden 

vanity         ..  ..2099 
foundation  lotion      .  .  2  oz 
nail  enamel  "pearlidescent" 
"super-sheen" 

remover 
"vanite  parisienne"  ..2098 
powder  refill 
Cremotresamide  (837  MSD) 

16  oz 

Deaner  (1061  Riker) 

tablets  100 

500 


61  0  .. 

25  0 
48  0 
37  0 
33  0 
84  0 

26  0 

19  Oea 


29 
12 
23 


4  6 

18  6 

34  6 

66  0 


10  6 
4  3 


18  0 


16 
41 
12 


Frozoclone  (365  Demuth) 

(distributors  261  Christy) 
Frozolavender  (365  Demuth) 

(distributors  261  Christy) 
Glo-ahead  (1188  Sterner) 

hair  colouriser 
Hazlewood  (1393  Hazlewood) 

soap  Easter  eggs       . .  4 

hand  painted  chick 
Heparin  B.P.  (930  P&B) 
injection  vial   1,000  i.u./ml. 

5,000  i.u./ml. 
25,000  i.u./ml. 
Hormofemin  (830  Medo) 
tablets  0-1  mgm        .  .  100 
250 
500 
1000 

0-  3  mgm        . .  100 

250 
500 
1000 

1-  0  mgm        . .  100 

250 
500 
1000 

5  0  mgm  .-.  100 
250 
500 

compound  tablets      . .  50 
100 
250 
500 
1000 

cream  . .       . .       . .  1  oz 

Hydro  Saluric  K  (837  MSD) 


14  6 
4  6 


28  6 


264  0  66  0  38  6 
1080    0      270    0    157  6 


tablets  . . 

Delete  Hypertane  (830  Medo) 
tablets 

compound  tablets 
Hydrothide  (830±Medo) 


25 
100 
500 

.  500 
1000 

.  500 
1000 

.  100 


21 

0 

1  0 

2 

9 

19 

6 

1  0 

2 

6 

21 

0 

1  0 

2 

9 

21 

0 

1  0 

2 

9 

28 

6 

2  0 

3 

9 

24 

0 

12  0 

4 

0 

24 

0 

12  0 

4 

0 

4 

6 

gross 

gross 

150 

0 

37  6 

1 

11 

gross 

gross 

80 

0 

20  0 

1 

0 

42 

0  .. 

5 

3 

150 

0  .  . 

18 

9 

672 

0  .. 

84 

0 

14 

0  .. 

1 

9 

24 

0  .. 

3 

0 

36 

0  .. 

4 

6 

60 

0  .. 

7 

6 

18 

0  .. 

2 

3 

32 

0  .. 

4 

0 

52 

0  .. 

6 

6 

90 

0  .. 

11 

3 

22 

0  .. 

2 

9 

46 

0  .. 

5 

9 

78 

0  .. 

9 

9 

144 

0  .. 

18 

0 

44 

0  .. 

5 

6 

100 

0  .. 

12 

6 

186 

0  .. 

23 

3 

40 

0  .. 

5 

0plsls4 

76 

0  .. 

9 

6plsls4 

168 

0  .. 

21 

0plsls4 

312 

0  .. 

39 

0plsls4 

600 

0  .. 

75 

0plsls4 

40 

0  .. 

5 

0 

8 

8ea 

13 

0 

32 

8ea 

49 

0 

160 

Oea 

240 

0 

32  Sea 


49  0 
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Innoxa  (654  Innoxa) 
Mermaid  Pink  lipstick 
Fire  Coral 

twin  pack 
Intimate  (1052  Revlon) 
eau  de  toilet  0984      . .  2  oz 
0985      . .  4  oz 
sprav  mist    0900      . .  4  oz 
Intralgin  (1061  Riker) 
lirjuid 


gel 

Ipsolon  (800  TM) 

balm 

tablets 
Ismelin  (262  Ciba} 

tablets  10  mgm 


25  mgm 


.  8  oz 
32  oz 
50  gm 


5 

0 

5 

0 

9 

6 

15 

6 

27 

6 

C 

D 

80 

0 

20 

0 

11 

8 

236 

0 

59 

0 

34 

5 

40 

0 

10 

0 

5 

10 

26 

6 

6 

74 

3 

6 

18 

11 

4 

9 

2 

6 

25 

8 

8ea 

2 

2ea  15 

2 

100 

32 

4ea 

8 

lea  56 

7 

500 

157 

4ea 

39 

4ea275 

4 

25 

20 

Oea 

5 

Oea  35 

0 

100 

76 

4ea 

19 

lea133 

7 

500 

376 

8ea 

94 

2ea659 

2 

31 

6  .. 

3 

9 

16  oz 

22 

6  .. 

2 

6 

R  Jertox  (1232  T&R) 
aerosol  insecticide 
Jeyes"  (071  ,leves)  fluid 
Kill  Cold  (1388  Durazone) 
Kirby's  (705  Kirby) 
iron  and  yeast  tonic 

tablets    80       18  6 
Kisby  (1067  Roberts) 
dry  shampoo  powder  . .  21  0 

50  0 

Larola  (105  Beetham) 
skin  lotion      .  .        . .  2  oz       15  0 
3  oz       21  0 
6  oz       33  0 

Ledermycin  (746  Lederle) 
capsules  150  mgm  16       29  Oea 

100     174  2ea 
1,000  1,682  4ea 
Lignocaine  (787  Macfarlan) 
hydrochloride  solution 

25  mils  4%  . .        . .  50    0  . . 

Delete   Lignocaine  (787  Macfarlan) 

neothyl  . .       100  gm        4  Oea 

500  gm       16  Oea 

Linct.  Pholcodin.  Co. 

(579  Hatrick)  .  .16  oz       90    0  . . 

80  oz      420    0  . . 

*  Liquid  Satin  (654  Innoxa) 

satin  blush 
Little  Laxaliver  (372  De  Witt) 
pills    13  6 

*  Living  Curl  (1052  Revlon)  7  oz 

*  Marplan  (1074  Roche) 

tablets  10  mgm  50        8  4ea 

250       31  8ea 

Delete   Medicel  (938  PD) 

suspension      . .  16  oz       85  Oea 

Medihaler  Cort  (1061  Riker)         440    0  . 
refill  . .       -W      . .  412    0  . 

plastic  mouthpiece     . .  28    0  . 

Medihaler  Epi  (1061  Riker)  152    0  . 

refill   124   0  . 

plastic  mouthpiece     . .  28    0  . 

Medihaler  Iso  (1061  Riker)  152    0  . 

refill  j   124    0  . 

forte   176    0  . 

refill   148    0  . 

plastic  mouthpiece     . .  28    0  . 

Mephyton  (837  MSD) 
emulsion  10  mgm  per  mil 

1  mil  6       30  Oea 

Midicel  (938  PD) 

suspension      . .  16  oz       85  Oea 

Mix-A-Shake  (621  Horlicks) 

pkt  1  oz       57    7  . . 

gross 

Morphy-Richards  (863  MR) 

electric  shaver 
Mothdoom  (1041  DR) 

aerosol  . .  12  oz       81    0  . . 

Multivite  (179  BDH) 

pellets  150 

Mycil  (179  BDH) 

powder . . 

*  Nail  Dry  (797  MSG) 
Nebadrene  (930  P&B) 

nebuliser 
Neothyl  (787  Macfarlan) 

100  gm 
500  gm 

Neumandin  (147  Boots) 
tablets,  50  mgm 


4  6 


4  74 


7  6 
10  6 
16  6 


3  4 


2    lea  14 

7  Ilea  55 


3 
19 


74  0 


18    0  .  . 
75     0  37 


9  2ea 


4  Oea 
16  Oea 


*  Nitoman  (1074  Roche) 
tablets  25  mgm 


.  100 
1000 

.  30 
150 
500 

Noraaran  (897  NC)  Bitabs 

50  doses 
250  doses 
Bitabs  nocte    . .     20  doses 
100  doses 
Noradran  (897  NC)  inhaler 
Norflex  (1061  Riker) 

tablets  100 

500 

Nu-seals  (413  Lilly) 
ferrous  sulphate  gr  5  dp  100 
dp  1000 
dp  5000 


23  0 
138  0 


84  0  .. 

368  0  .. 

48  0  .. 

210  0  . . 

96  0  .. 

20  8ea 

93  Oea 

38  0  .. 

256  0  .. 

1220  0  .. 


2  6 

3  6 
5  6 

43  6 

261  3 

2,523  6 


6  3 


6  9 


1  9 
12  6 


55  0 
51  6 


15  6 
3  6 
19  0 
15  6 
22  0 
18  6 
3  6 


10    9ea  70  0 
9  0 


9  3 


2  3 
6  12  6 


13  9 


2  10! 
17  3" 


6  Sea  1  Sea  11  8 
26  Sea  6  Sea  46  8 
66    8ea    16    Seal 16  8 


10 
46 
6 
26 
12 

31 
139 

4 

32 
152 


6  pi 
0  pi 

0plsls4 
3plsls4 
0 

0 

6 

9 
0 

6 


Omnivite  (1285  Vitamins) 

forte  tablets 
Opilon  (1278  Veritas) 

tablets,  5  mgm 

Pectamol  (179  BDH) 

linctus 
Penbenemid  (837  MSD) 

suspension 

tablets 
Pentoxylon  (1061  Riker 

tablets 


Phillips  (976  Phillips) 
toothpaste 
Delete  Pholtex. 

Pholcomed  (830  Medo) 
pastilles 

Pomp  (365  Demuth) 


..  100 

15 

Oea 

..  50 

5 

3ea 

200 

16 

4ea 

9  lit  rt*  a 
_   MM  1 

590 

0 

. .  2  oz 

78 

0  . 

12 

) 

93 

0  . 

25 

36 

0  . 

100 

120 

0  . 

500 

528 

0  . 

20 

2 

30 
250 


22  6 


9  9 
11  71 


4 
15 
66 


36  0 
240  0 


5    0*      2  8 


4  6  pi 
30    0  pi 


fly  killer  aerosol 
rimodor(973  Pharm< 
tablets 


tablets 
Profenil  (324  Crookes) 


Pulmodrine  (830  Medo) 
syrup 

Puromyn  (218  Calmic) 

tablets 
Q-tips  (1020  Q-tips) 
Quatoral  (549  Guest) 
Queen  (151  Boutalls) 

Insert       seaside  cream  . . 

Delete      hand  cream 

Rapidai  (830  Medo) 
Rautrax  (1176  Squibb) 
tablets  improved 


Rauwiloid  (1061  Riker)  . 

and  hexamethonium  . 

and  Veriloid 

Retina  (711  Kodak) 
camera  IB 

IIC  . . 
IIIC  . . 
IIS 

HIS    . . 

Retinette  (711  Kodak) 

camera  HA 
Robaxin  (1071  Robins 

ampoules 

Robinsons  (285  Colman) 

Sicilian  lemon  juice 
Salupres  (837  MSD) 

tablets 

Sanoid  (339  CG) 
embrocation    . . 

*  Satin  Set  (1052  Revlon) 
Scentinel  (889  NH) 

Quiff  aerosol  . . 
Wham  aerosol . . 

*  Silk  Film  (596  HR) 
Sodium  Versenate  (1061  Riker) 

ampoules  5  mils        . .  6 
Spa  Brushes (1167  Spa) 
"luxury"   ladies  hair- 
brush ebony  .  .  2106 
rosewood 
"Guardsman"  military 
brush  set      . .        . .  806P 
Sprayclean  (1388  Durazone) 
spot  remover  .  .        . . 

*  Spree  (955  Pepsodent) 

fruit  squash  sachet 

->;■  Springtime  in  Paris 

(150  Bourjois) 
presentation  perfume 
purse  flacon 
spray  mist 
cologne  stick   .  . 
bath  cubes 
talc 

soap     . .        . .        . .  3 

Steiner  (1188  Steiner) 
"pearl  foam"  shampoo 

packet 
bottle 

Stimplete   (1352  Wyeth) 

elixir. .        . .        . .  4  oz 

40  oz 

Delete  Stresscaps  (746  Lederle)  30 
Submarine  (555  Haffenden) 
hot  water  bottles 

slumbersound        No.  2 


12  oz 

58 

6  . . 

6 

6 

1 6  oz 

81 

0 

9 

0 

cals) 

2 

5 

Oea 

7 

6 

20 

42 

6ea 

63 

9 

icals) 

4 

6 

2ea 

9 

3 

40 

52 

6ea 

78 

9 

25 

32 

0  . . 

4 

0 

100 

112 

0  . . 

14 

0 

250 

256 

0  . . 

32 

0 

40  oz 

20 

Oea 

5 

Oea  35 

0  s7 

SO  oz 

36 

Oea 

9 

Oea  63 

0  s7 

.  20 

34 

0 

8 

6  4 

11 J  TS 

.  100 

8 

0  . . 

1 

0 

15 

0  .. 

2 

6  pi 

21 

0  .. 

10 

6  3 

6 

21 

0 

10 

6  3 

6 

36 

0 

18 

0  6 

0 

.  250 

15 

6ea 

23 

3plsls4 

.  25 

9 

lOea 

14 

9 

100 

37 

4ea 

56 

0 

500 

169 

4ea 

254 

0 

60 

112 

0  . . 

14 

0 

500 

768 

0  . . 

96 

0 

.  100 

252 

0  .. 

34 

0  sls4 

500 

1224 

0  .. 

153 

0  sls4 

.  100 

488 

0  .. 

61 

0 

500 

2192 

0   .  . 

274 

0 

..  813 

9 

.  1,046 

3 

.  1,395 

0 

.  1,092 

9 

.  1,371 

9 

1,313 

6 

. .  651 

0 

5 

32 

6 

25 

155 

0 

25  oz 

41 

0  .. 

4 

3 

.  100 

20 

Oea 

30 

0 

500 

90 

Oea 

135 

0 

16 

0 

4 

0  2 

6 

7  oz 

12 

6 

36 

0  .. 

3 

11 

36 

0  .. 

3 

11 

61 

0 

31 

0  10 

6 

336  0 


39  0 
gross 


42  0 


43  6 
27  0 


17  0 

3  3 


17 
7 


15  6 
5  0 


48  0  .. 
32  6ea 


10 

3  9 


5  4  sls4 
43    4  sls4 


5  3 
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No.  3 
No.  2 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 

20  mils 
100  mils 
6 
36 


60 
270 
40 
146 


slumberdeep 

solafln 
warm  wave 
safetyglow  . . 
safetyray 
Sympatol  (757  Lewis) 
liquid  10% 

ampoules  1  mil 


Synuson  (657  IL) 
tablets  . .        . .        .  .  50 

Tarcortin  (1178  Stafford) 

7  gm  38 
15  gm  59 
Terpacol  (195  Brook  Parker) 

4  oz  3 
8  oz  5 

Tetritol  (436  Evans) 

250  mils  6 
.  25  36 
100  108 
1000  856 
.  25  40 
100  112 
1000 


8  9 
8  9 


56  0 


14  0 


9  6 
14  9 


6 
30 

4 
16 


Theodrox  (1061  Biker) 
with  phenobarbitone 


4ea 
lOea 


Therapas  (1154  S&N)  code  correction 
.1  Three  Flasks  (1232  T&R) 
children's  cherry  cough 

syrup  2A  oz       12  4 

Tonivitan  (830  Medo) 

capsules  . .        . .  1000       60  Oea 

Tussinf  (195  Brook  Parker) 

4  oz  2  lea 
8oz        3  3ea 

*  Ultima  (1052  Revlon)    . .  1  oz 

2  oz 
4  oz 

Vaccination  Pads  (1295  Wade)        3    8  .  . 
Vandid  (1061  Biker)  ampoules 
5%  ..    2  mils    6       13  Oea 

5  mils    6       18  Oea 

*  Vapules  (1367  R&B) 

dp  12  x 10       12  Oea 
Vecortenol  (262  CIBA) 

4  mils       15    8  .. 
10  mils       35    4  . . 

Velvet's  (1389  Velvet) 

soft  tissues 

"Four-in-one"  pack 
Veriloid  (1061  Biker) 

tablets,  1  mgm 


2  mgm 


1  8ea  11  8 
9    0       5  3 


10    0       5  10plsls4 

plsls4 
plsls4 


3    1        2  0 
90  0 


14  6 

52  6 
84  0 

5J 

19  6 
27  0 


23  6 
53  0 


2  0 


ampoules  intravenous, 
0-4  mgm/5  mils 

intramuscular, 
1  mgm/2  mils 
Veriloid  VP  (1061  Biker) 

tablets 

Delete   Versenate  (1061  Biker) 
Vitorange  (549  Guest) 
tablets 


Warm  Glow  (278  Cole) 
electric  blankets 

"Juno"       ..    50x30  in 
"Sylvia"      ..    60x33  in 
"Diana"      .  .    60  x  51  in 
"Sherbourne"    60x31  in 
"Dorchester"     60  x51  in 
"Vigilux"  single  65  x  36  in 
double  72  x  58  in 
twin  72  x  58  in 
Delete  Wellcome  (208  BW) 

diphtheria  prophylactic 
D.T.P.P.      ..  lcc  3 
10  cc 

Wright's  (1351  WLU) 


100 

160 

0  .. 

20 

0 

500 

720 

0  . . 

90 

0 

100 

304 

0  .  . 

38 

0 

500 

1368 

0  .  . 

171 

0 

6 

200 

0  .. 

25 

0 

6 

184 

0  .  . 

23 

0 

100 

312 

0  .  . 

39 

0plsls4 

500 

1408 

0  .. 

176 

0plsls4 

10 

0  .  . 

1 

3 

20 

0  .. 

6 

43 
56 
76 
71 
99 
127 
187 
210 


liea 
3ea 
10£ea 
3ea 
4£ea 
6ea 
6ea 
Oea 


10  5ea  67  11 

13  7ea  88  7 

18  6ea121  0 

17  2ea112  2 

23  Ilea  156  5 

30  9ea  200  9 

45  2ea  295  2 

57  7ea330  7 


insect  killer  aerosol    . . 

34 

9  .. 

4 

0 

air  sweetener  aerosol  . . 

34 

9  .. 

4 

0 

moth  proofer  aerosol  . . 

34 

9  .. 

4 

0 

wasp  killer 

10 

3  .. 

1 

7 

Zoflora  (1232  T&B)  aerosol 

31 

6  . . 

3 

9 

ADDITIONS  TO  KEY 

TO 

SUPPLIERS 

(48  AP)  =  ANDBB  PHILIPPE  LTD.,  16  Cosway  Street,  N.W.I. 
(150  Bourjois)  =  BOUBJOIS  LTD.,  Queens  Way,  Croydon,  Surrey. 
(499  Bichter)  =  GEDEON  BICHTEB  (GT.  BBITAIN)  LTD.,  Bichter 

House,  14  Wcedington  Boad,  N.W.5. 
(596  HE)  =  HELENA  RUBINSTEIN  LTD.,  3  Grafton  Street.  W.l. 
(654  Innoxa)  =  INNOXA  (ENGLAND)  LTD..  1  Eden  Street,  N.W.I. 
(677  ,JK)  =  JOSEPHINE  KELL,  LTD.,  24  Old  Bond  Street,  London,  W.l. 

Hvde  Park  7353. 

(797  MSG)  =  MARIA  ST.  GEORGE  LTD.,  12  Phillimore  Terrace,  W.8. 
(809  M&W)    =  MATTHEWS  &  WILSON,  LTD.,  45  Morrish  Road, 

London,  S.W.2.    Tulse  Hill  5881. 
(830)  Medo)  =  MEDO-CHEMICALS,  LTD.,  144  Fortess  Road,  London, 

N.W.5.    Gulliver  3352. 
(944  PCP)  =  P  C  PRODUCTS,  LTD.,  33  Union  Street,  London,  S.E.I. 

HOP  2841. 

(1028  Rapidol)  =  RAPIDOL  LTD.,  Inecto  House,  27  Dover  Street,  W.l. 

(1123  Secto)  =  SECTO  LTD.,  Shaw  Street,  Blackburn,  Lanes. 

(1242  Toni)  =  TONI  COSMETICS,  Harlequin  Avenue.  Brentford,  Middle- 
sex.   Isleworth  4343. 

(1272  VB&G)  =  V.  B.  &  G.  PBODUCTS.  16  Queen  Street,  Leicester. 
Leicester  59413. 


(1278  Veritas)  =  VERITAS  DRUG  CO.,  LTD.,  223  Kensington  High 
Street,  London,  W.8. 

(1388  Durazone)  =  DURAZONE  (SALES),  LTD.,  Lovers  Walk,  Ballards 
Lane,  London,  N.3.  * 

(1389  Velvet)  =  VELVET  CREPE  PAPER  CO.,  LTD.,  Alperton,  Middle- 
sex. 

(1390  SFA)  =  SAFETY  FIRST  AID  CO.,  LTD.,  12  Duke  Street,  London, 
S.W.I. 

(1391  CHB)  =  CHB  SUPPLIES,  Market  Chambers,  Market  Place,  Black- 
heath,  Birmingham. 

(1392  TT)  =  TEDSON  THONLEY  &  CO.,  LTD.,  Rochdale,  Lanes. 

(1396  Plantoid)  =  PLANTOIDS  LTD.,  153  Masons  Hill,  Bromley,  Kent. 

(1395  Purser)  =  PURSER'S  LONDON  (HOLBORN)  LTD.,  12  Fulwood 
Place,  W.C.I. 

(1393  Hazlewood)  =  HAZLEWOOD  &  SONS,  LTD.,  Factory  Lane, 
Derby  Road,  Widnes,  Lanes. 

NEW  BOOKS 

Business  Films 

P.  SPOONER.  Business  Publications,  Ltd.,  109  Waterloo 
Road,  London,  S.E.I.  8i  x  5|  in.  Pp.  360.  45s. 
Business  men,  as  well  as  amateur  and  professional  photo- 
graphers, will  find  interest  and  value  in  this  book.  Though 
the  primary  intention  is  to  introduce  cine  films  and  filming 
as  a  useful  tool  of  instruction  and  propaganda  to  com- 
panies of  all  sizes,  the  author  also  provides  data  for  the 
"  do-it-yourself "  enthusiast  who,  for  commercial  or  per- 
sonal reasons,  operates  a  cine  camera.  Costs,  equipment 
and  applications  are  adequately  covered  and  practical 
details,  sometimes  abbreviated,  are  included. 

A  Contribution  to  Western  Pennsylvania  Pharmacy 

edward  c.  reif  and  thelma  c.  reif,  University  of 
Pittsburgh  Press,  Pittsburgh  13,  U.S.A.  9i  x  6|  in. 
Pp.  396.  $6.00. 
The  details  of  the  inauguration  and  growth  of  the  Pitts- 
burgh College  of  Pharmacy  have  been  well  recorded  in 
this  volume.  Much  of  the  story  is  however  of  rather  local 
interest,  and  occupies  but  a  quarter  of  the  book.  The  re- 
mainder consists  of  appendices,  the  last  being  a  list  of  the 
students  who  have  attended  the  College  and  indicates  the 
kind  of  detailed  work  that  has  gone  into  producing  the 
book. 

Optical  Rotatory  Dispersion 

C.  DJERASSI.  McGraw-Hill  Publishing  Co.,  Ltd.,  95 
Farringdon  Street,  London,  E.C.4.  9  X  6  in.  Pp.  xiii 
+  293. 

Optical  rotatory  dispersion  has  been  widely  applied  in 
organic  chemical  research  only  within  the  past  few  years, 
during  which  the  wider  distribution  of  the  spectropolari- 
meter  in  research  laboratories  has  stimulated  work  on  a 
wide  range  of  substances.  Djerassi  deals  with  many  of 
them,  including  steroids;  bicyclic  ketones;  triterpenoids; 
hydroxyketones;  polypeptides;  and  proteins.  Nomenclature, 
instrumentation  and  other  relevant  data  are  considered;  the 
whole  constituting  an  excellent  introduction  to  a  new  field 
of  literature. 

Proceedings  of  the  International  Symposium  on  Micro- 
chemistry 

Pergamon  Press,  Ltd.,  Symposium  Publications  divi- 
sion, 4.  Fitzroy  Square,  London,  W.l.  10  x  6J  in.  Pp. 
xxvi  +  583.  100s. 
The  microchemistry  group  of  the  midlands  section  of  the 
Society  for  Analytical  Chemistry  organised  in  Birmingham, 
August  20-27,  1958,  an  international  symposium.  Sixty 
papers,  by  authors  from  twenty-five  countries,  and  upon 
almost  all  aspects  of  microchemistry,  were  considered  and 
discussed.  Their  publication  will  be  welcomed  in  industrial 
and  academic  research  laboratories  as  a  source  of  informa- 
tion upon  current  techniques  and  trends. 

The  Effects  of  Pollution  on  Living  Material 

w.  8.  yapp  (editor),  Institute  of  Biology,  41  Queen's 
Gate,  London,  S.W.7.  8|  x  51  in.  Pp.  xii  +  154.  25s. 
Fourteen  papers  submitted  at  a  symposium  held  in  1958 
by  the  Institute  of  Biology  (C.  &  D.,  October  11,  1958, 
p.  400)  are  presented  in  this  volume.  Pollution  of  air,  land 
and  water  was  considered  in  relation  to  the  effect  of  smoke, 
chemicals,  radioactivity,  and  temperature  upon  fish,  animals, 
plants  and  man.  The  observations  and  data  confirm  the 
harmful  effects  of  many  activities  upon  man's  environment. 
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DISPLAY  CUPAL  PRODUCTS 


Customers  get  extra  good  value  when  you  display  CUPAL  profit-makers 


I960  National  Advertising 
May,  June,  July,  August 


SOOTH -TAN  products  now 

cover  cream  2/3,  oil  3/-, 
liquid  aerosol  and  foam 
aerosol  7/11.  They  all  con- 
tain carefully  selected  sun- 
screen agents  to  cut  out 
harmful  U.V.  rays  and  pro- 
mote rapid  tanning. 

DUSK  In  1959  trials  proved 
Dusk  Cream  gave  virtually 
complete  skin  protection 
against  insect  bites. 


OLIVE  OIL  a  Cupal  spe- 
ciality. From  the  new  crop 
our  buyer  selected  a  superb 
Spanish  cream,  beautiful 
aroma  and  exquisite  taste  at 
very  competitive  terms. 

INSECT  BITE  CREAM 

An  outstanding  design  for 
quick  counter  sales.  The 
Antihistamine  Antazoline 
Hydrochloride  brings  rapid 
relief. 


CALAMINE  LOTION 

Cupal.  Our  design  consul- 
tants recommended  this  new 
package.  We  called  it  th# 
Unique  Series.  It  has  proved 
its  popularity  time  and  again 
in  only  2  seasons. 

FILTER  SPRAY  a  beautiful 
pack  for  counter  sales. 
Customers  also  notice  the 
marvellous  value  for  money. 

6/6. 
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more  and  more  doctors  are  prescribing 

'DISTAVAL' 


TRADE  MARK 

'Distaval'  has  introduced  a  new  standard  of  safety  in 
the  use  of  sedatives  and  hypnotics.  Comparable  in  effec- 
tiveness to  the  barbiturates,  it  has  the  great  advantage  of 
having  no  demonstrable  toxicity,  and  provides  in  a  single 
preparation  an  effective  sedative  and  hypnotic  that  can 
be  readily  adapted  to  individual  needs.  'Distaval'  has 
minimal  side-effects,  and  being  tasteless  presents  no 
difficulties  of  administration  to  infants  and  young 
children  or  to  the  difficult  elderly  patient. 


'DISTAVAL'  25  mg.  tablets 


Packs 
tube  of  24 
bottle  of  100 
bottle  of  500 
bottle  of  1,000 


Retail  Prices  Trade  Prices 


3s.  9d. 
12s.  6d. 
60s.  Od. 
116s.  3d. 


2s.  6d. 

8s.  4d. 

40s.  Od. 

77s.  6d. 


'DISTAVAL'  FORTE  100  mg.  tablets 


tube  of  12 
bottle  of  100 
bottle  of  500 


5s.  6d.    I     3s.  8d. 
33s.  6d.       22s.  4d. 
158s.  6d.    !  105s.  8d. 


REFERENCES: 

Practitioner,  1959,  183,  57. 

J.  clin.  exp.  Psychopath.,  1959,  20,  243. 

J.  Coll.  gen.  Pract.,  1958,  /,  398. 

Brit.  med.  J.,  1959,  2,  635. 


today's  sedative  and  tonight's  hypnotic 


f 


mw 


THE   DISTILLERS  COMPANY  (Biochemicals)  LIMITED 

Broadway  House,  The  Broadway,  Wimbledon,  London,  S.W.I9 

Telephone:  LIBerty  6600  owners  of  the  trade  mark  'Distaval' 
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DEM  ETHYLCHLORTETRACYC  LINE 


ermycin 

^^JH  [TRADE  MARK 


I  1 


OH 


MOST  ACTIVE 


-edermycin  demethylchlortetracycline  is 
an  entirely  new  "extra  active"  high-ratio 
broad-spectrum  antibiotic  with  the 
following  distinct  advantages  over  all 
other  tetracyclines  :  — 
More  potent  against  the  same  organ- 
isms. Lower  daily  dosage. 
Less  frequent  administration. 
Less  risk  of  gastro-intestinal  side  effects. 
"Extra  day"  protection.* 
•Through  greater  stability  in  body  media 
and  lower  renal  clearance  rate  it  main- 


tains activity  for  24-48  hours  after 
discontinuing  dosage.  Ledermycin  can 
be  used  in  all  conditions  caused  by 
tetracycline  sensitive  organisms. 

ADULT  DOSAGE— 600  mg.  per  day 
(in  two  or  four  divided  doses). 
In  a  distinctive  duo-tone  dry-filled 
capsule  of  150  mg. 

Packing  and  basic  N.H.S.  price- 
Bottles  of  16,  £1.9.0.,  100,  £8.14.2.,  and 
1,000  £84.2.4. 
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the  accent  is  on  fashion 
for  the  biggest-ever 

T.V.  & 


campaign  for 


trafti/H 

JEWELLED  ^(«^ GLASSES 


Fashion  is  the  theme  this  year  for  a  lively,  bigger-than-ever  advertising 
campaign  for  STRATTON  JEWELLED  SUN  GLASSES.  During  May 
June  and  July,  Stratton  commercials  will  be  seen  by  over  20  million  viewers  on 
the  following  networks:  London,  Southern,  South  Wales  and  Western,  Midlands,  ^ 
and  Yorkshire  and  East  Anglia.  These  will  be  backed  by  compelling  press  ads. 
in  the  Sunday  Express,  Sunday  Pictorial,  Sunday  Dispatch,  Sunday  Graphic, 
Sunday  Times,  Vogue,  Woman  &  Beauty,  She,  Harper's  Bazaar  and  Vanity  Fair. 
Check  vour  stocks  and  tie-in  NOW  with  a  good  display  of  STRATTON 
JEWELLED  SUN  GLASSES— they're  the  fashion  forrecord  sales  this  summer! 

RHODOGLASS  in  5  colours:  Smoke,  Green,  Blue,  Rose  and  Degrade 


•  8  styles  for  women 

•  2  smart  styles  for  men 

•  2  clip-over  styles 

•  Retailing  at  8^6  to  17f6 


Attractive  stand  (as  shown) 
and  Display  Aids  FREE 


FREE  plastic  carrying  case 


Ask  your  wholesaler  for 
illustrated  brochure  TODAY  I 


e  m 


•  •  • 


Made  in  England  by  LAUGHTON  &  SONS  LTD.,^i  Warstock  Road,  Birmingham  14 

makers  of  the  famous  jtriittim  compacts 
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sell  to  the 
family  circle 


Many  of  the  products  you  sell  are  bought 
by  individuals  for  themselves  alone  -  single 
sales,  made  to  a  single  person  .  .  .  but  the 
Family,  not  the  individual,  is  y:ur  customer 
for  Johnson  &  Johnson  products. 
When  a  mother  comes  into  your  shop,  she 
buys  BAND-AID  First  Aid  Dressings  for 
young  and  old.  Though  she  buys  Modess 
for  herself,  it  is  Miss  M  dess  she  buys  for 
her  teenage  daughter.  She  uses  PICaPUFF 
cleansing  wool  on  her  dressing  table,  but 
Johnson's  'Non-Sting'  Shampoo  for  her 
baby  and  for  her  school  children.  For  her 
baby  clothes,  she  uses  Johnson's  Baby 
Suds:  and  she  uses  them  too  for  her  own 
woollens  and  nylons. 

Not  only  is  the  Family  Group  a  multiple 
customer  —  but  purchases  made  for  it  are 
used  up  faster. That  is  why  it  is  such 
a  continuously  profitable  thing  to 
stock  the  full   range  of  Johnson 
&.  Johnson  products. 
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creates  new, 
all-over  fragrance 
from  bathtime  on. 


Perfume  alone  is  not  enough  .  .  .  not  any  more.  Today,  women  are 
literally  perfumed  all  over,  all  day. 

Goya  matching  bathtime  luxuries  underline  each  classic  Goya 
perfume. 

The  modern  way  .  .  .  Goya  bath  preparations  are  meant  to  be  used 
with  Goya  perfumes,  enhancing  their  delicate  fragrances  every 
way,  every  day. 

The  easy  way  ...  in  the  time  it  takes  to  have  a  bath,  a  shampoo, 
Goya  establishes  the  basis  for  day-long  fragrance. 

Women  who  cherish  their  perfume  —  women 
who  use  Goya  — are  your  customers  for  Goya 
bath  preparations. 


It's  the  Perfume-from-tops-to-toes  story,  featuring: 


SHAMPOO    .   lOd. 

SOAP   1/6 

BATH  SALTS   5/6 

BATH  CUBES   3/6 

TALC   41- 

DUSTING  POWDER   9/6 

COLOGNE  STICK   4/9 

PERFUMED  COLOGNE    ...    3/9  and  6/- 

in  all  four  classic  Goya  fragrances,  Black  Rose, 
Passport,  Gardenia,  and  Remember. 


Black  and  white  and  full  colour 
advertisements  in  .  .  . 

WOMAN    •   WOMAN'S  OWN 
WOMAN'S  REALM    •  SHE 
HOUSEWIFE 
VANITY  FAIR 
EVERYWOMAN 
MODERN  WOMAN 
WOMAN  &  BEAUTY 
DAILY  MIRROR 


Increase  your  sales  by  supporting  this  fashion  story  with  Goya  displays 
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Get  your  vitamins  from 
VITAMINS  LIMITED 


iNaturai  &  oynthetic  Vitamin  A 

Vitamin  B.6  (Pyridoxine 

Hydrochloride  B.P.C./U.S.P.) 

DL.  Calcium  Pantothenate  U.S. P. 

Vitamin  D2  (Calciferol  B. P. /U.S. P.) 

Natural  Vitamin  E 

(d-Alpha  Tocopheryl  Acetate) 

(d-Alpha  Tocopheryl  Acid 
Succinate) 

(Mixed  Tocopherols) 

Folic  Acid  B.P./U.S.P. 

Inositol 

Nicotinic  Acid  B.P. 
Nicotinamide  B.P. 


Bulk  vitamins  and 
ampoule  production 


Bulk  Sales  Dept.,  Vitamins  Limited, 
Upper  Mall,  London,  W.6.  Telephone:  Riverside  5001 
Telegrams:  Vitabemax,  Hammer,  London 


TANNIC 
GALLIC 
PYROGALLIC 


All  qualities 

THE  BRITISH  DYEWOOD 

CO.  LTD. 

GLASGOW 


AN  ALG  ESI  CS 

For  many  years  we  have  been  engaged 
in  this  field  of  manufacture  with  the 
result  that  we  now  offer  the  following, 
al!  of  which,  in  their  separate  ways 
play  an  increasing  and  important  part 
in  the  alleviation  of  suffering. 

ASPIRIN  B.P. 
PARACETAMOL  PURE 
SALICYLAMIDE  PURE 


Quality 
and 
Service 


We  would  welcome  the  opportunity  of 
quoting  our  keenest  prices  and  submitting 
samples. 

GRAESSER    SALICYLATES  LIMITED 
SANDYCROFT,   NR.  CHESTER 

Telephone:  HAWAMJEN  2/25         Telegrams    -QUALITY"  CHESTER 
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with  every  3  doz 

DABitoff 
YOU  ORDER 


Use  this  great  chance  to  stock  up  ahead  of  demand  for  DABitoff.  Demand  there 
will  be — look  at  the  greater-than-ever  advertising  plans ! 

The  bonus  offer  is  open  from  March  1st  to  April  ist.  Since  DABitoff  costs  22/6 
a  dozen  and  retails  at  2/6,  you'll  see  that  this  is  a  profit-making  opportunity. 
Cash  in  right  away — send  your  order  to  DABitoff  distributors. 

Fassett  &  Johnson  Ltd,  86  Clerkenwell  Road,  London  ECi 


DABitoff  in  the  press!  in  woman,  daily 

Mirror  and  Radio  Times,  strong  DABitoff  advertisements 
appear  through  April,  May,  June,  July  and  September. 

DABitoff 


INSTANT  DRY  CLEANER  WITH  THE  MAGIC  PAD 
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profits  up... 
...costs  down 

Here  is  your  chance  to  make 

up  your  own  products  by  using  the 

LABORATORY 
EMULSIFIER 


QP 


Strong  and  well  designed  this  emulsifier 
will  pay  for  itself  many 
times  over 


PRICE 


£8.12.6d. 

5%  discount  for  cash  with  order 


ORMEROD  ENGINEERS  LTD. 

HOLLOWS  WORKS  SHAWCUJOCH,  ROCHDALE' phone  :  Rochdale  49321'grams  :  Homogeniser  Rochdate 


STEEL 


DELIVERED  FREE  TO 
ENGLAND,  SCOTLAND 
AND  WALES 

£3*15 


SHELVING 

72    J4  12 

HIGH       WIDE  DEEP 

JL  Brand  new  —  manu- 
fact u red  in  our  own 
works. 

_L    Shelves  adjustable 
^    every  inch. 

★ Heavy  gauge  shelves 
will  carry  400  lb. 
each. 

JL    Stove  enamelled 
^     dark  green. 

JL.    6  shelves  per  bay — 
^     Extra    shelves  8/- 
each. 

JL    Quantity  discounts. 


Also  available  in 
White  at  £5  per  bay 


N*C* BROWN  ltd 

SHELVING  DIVISION,  HEYWOOD,  LANCS.    PHONE:-  69018  (6  lines) 


MODERN  EQUIPMENT 


ISAAC  WEBSTER  £  SONS  LTD. 

ABBEY  WORKS 

tiuphone  K  IRK  STALL  telegram' 

SI580  MKIVaiMLI.  "isaaC  w£iyrr 

LEEDS  LEEDS.    5.  KIRKSTAU 


TELEGRAMS,, 
ISAAC  w£iyru 
KIRKSTAlt 
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When  your  customers 
ask  for  'vitamins'... 


For  general  purposes 
for  nutritional  support  in  convalescence 
or  because  of  prolonged  ill-health,  bemax 
is  particularly  recommended. 

For  bemax  contains  a  high  proportion 
of  protein  (27%),  vitamins  of  the 
B-complex  and  E,  together  with  im- 
portant minerals  such  as  iron.  Easily 
digested  and  readily  taken  with  a  variety 
of  foods,  it  is  invaluable  at  all  age  levels. 

BEMAX 

Packs  0/5,  10  and  20  ozs. 


For  children  and  the  elderly 
and  for  the  febrile,  vitavel  syrup  is 
specially  valuable.  It  is  water-miscible 
and  has  a  most  attractive  taste,  readily 
acceptable  to  children  and  others  who 
dislike  fish-liver  oils.  It  is  a  combination 
of  the  important  vitamins,  A,  Bi,  C  and 
D  in  an  orange-flavoured  syrup  base. 

VITAVEL  SYRUP 

Basic  price  to  N.H.S.  6  fl.  ozs.  2/6, 
40  fl.  ozs.  16/-. 


For  pregnancy  and  lactation 
The  special  nutritional  needs  of  the 
pregnant  and  lactating  mother  have 
been  met  in  pregnavite  which  has 
found  favour  with  the  medical  pro- 
fession for  more  than  20  years.  This 
preparation  supplies  just  those  vita- 
mins and  minerals  which  are  needed 
in  increased  amounts  during  pregnancy 
and  lactation,  in  the  quantities  estima- 
ted to  be  needed  in  addition  to  normal 
dietary  supplies. 

PREGNAVITE 

Packs  of  60,  120  and  1,000. 
Basic  price  to  N.H.S.  1,000  tablets  32/9. 


. . .  recommend 
a  product  from 


(g)     VITAMINS  LIMITED 


(DEPT.  A.A.9.)  UPPER  MALL]  LONDON,  W.6. 
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CHEMISTS 


NEW  Q°  HANDYPACK' 

ADAPTOPLAST 


Six  dressings  in  an  attractive  carton,  packed 
X         j£k         36  cartons  per  display  outer.    These  will 
^  AiA  ^  sell  readily  if  prominently  displayed. 

Trade  Price — 4/-  dozen  (minimum  3  doz). 
NOW  MEDICATED  WITH  NON-STAINING, 
QUICK  HEALING  AMINACRIN. 

HYDROCHLOR.  0.1% 

ALSO  9d.  and  1/6  TINS     Trade  6/5  and  12/10  dozen 
GIVE  YOUR  CUSTOMERS  MOST  FOR  THEIR  MONEY! 

CuXSOH , ^ChAaAde&Xtd,    OLDBURY,  BIRMINGHAM  •  BROadwell  1355 


THE    HALLMARK  OF  PURITY 

For    further    particulars    apply    to : — 

TRADE   AGENT   FOR  MYSORE 

28   Cockspur   Street,    London  S.W.I 

Tel:  Whitehall  8334/5 

'Grams  :  MYSOF,  Lesquare,  London 


BOTANICALS 

CHEMICALS 

GUMS 


ESSENTIAL  OILS 
SPICES 
WAXES 


O 

* 
m 
Z 


CASCARA 
IPECAC 
SENEGA 
STYRAX 
STROPHANTHUS 


z 
> 
z 

09 

c 

30 


JOHN  KELLYS  (LONDON)  LTD. 

24  OLD  BROAD  STREET,  E.C.2. 


Tthphsmt  :  LONdon  Well  6585  (4  lints) 
Tthgnxm:  "  Ergotbte,  Stock.  Londta  " 
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"The  immediate  clinical  results  were  assessed 
after  the  first  month's  treatment  (with  Roter 
Tablets)  ....  81%  of  cases  became  symptom-free— 
70%  of  them  during  the  first  week  and  30% 
during  the  second  week;  a  further  9%  were 
relieved  of  the  majority  of  their  symptoms. 
Thus  there  was  a  satisfactory  response  in  90%  of 
cases  ....  In  75%  of  cases  the  patients  found 
they  were  able  to  take  foods  which  they  had 
avoided  for  years." 

Extract  from  the  BRITISH  MEDICAL  JOURNAL 
(19BS)  2,  827 


IMPROVED  THERAPY  FOR 

PEPTIC  ULCER 


"In  a  series  of  155  cases  of  peptic  ulcer  treated 
with  . . .  (Roter)  tablets  for  three  to  six  weeks, 
there  was  immediate  relief  of  pain  in  92% 
of  cases  and  roentgenological  healing  of  the  ulcer 
in  81%  .  . .  The  special  features  of  this 
medication  are  immediate  and  prolonged  relief  of 
pain,  correction  of  gastric  hyperacidity,  absence 
of  side  reactions,  effectiveness  for  ambulatory 
patients,  and  early  healing  of  the  ulcer  in 
most  cases." 

Extract  from  the  AMERICAN  JOURNAL  OF 
GASTROENTEROLOGY  (1987)  28,  439 


TABLETS 


PACKINGS:  Retail  Prices  including  P.T.,  Trial  size  40 

tablets  7/3d.,  Standard  size  120  tablets  20/7d. 

Full  treatment  size  640  tablets  103/3d.;  Dispensing 

packs  720  tablets.  P.T.  exempt. 

OBTAINABLE   FROM  YOUR  USUAL  WHOLESALER 


ROTER  Tablets  are  not  advertised  to  the  public  and  may  be  prescribed  on  E.C.I0  forms.  Literature  on  request 

F.A.I.R.    LABORATORIES    LTD   TWICKENHAM  MIDDLESEX 
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for  the  Family 

ST.  JAMES'  BALM  is  the  proven  remedy  for  common 
skin  troubles — and  for  some  quite  uncommon  ones  too! 
Because  it  contains  the  broth  filtrates  of  the  microbes 
causing  most  skin  infections,  treatment  is  successful  in 
an  exceptional  number  of  cases.  ST.  JAMES'  BALM  is 
therefore  the  ideal  general-purpose  ointment  for  family 
use.  On  merit  alone,  ST.  JAMES'  BALM  is  in  steadily 
increasing  demand.  You  may  stock  and  recommend  it  with 
absolute  confidence. 

ST.  JAMES' 
BALM 


MEDICO-BIOLOGICAL  LABORATORIES  LTD. 

LONDON,  S.E.25 

Sole  Distributors  for  the  U.K. : 

ARCHER  LABORATORIES  LTD.,  CARGREEN  ROAD,   LONDON,  S.E.25 


PRIDE  7» 

NEW  DOUBLE 
SHAMPOO  SACHETS 

BEER  SHAMPOO 

a  special  Blend  for  BRUNETTES  which  helps  to 
attain  that  much  sought  after  high  gloss  so  neces* 
sary  with  either  natural  or  tinted  BLACK  hairs 
CHAMPAGNE  SHAMPOO 

is  specially  packed  for  those  who  desire  the  In- 
vigorating effect  of  wine  and  spirit  with  •  lovely 
FRENCH  PERFUME. 

MEDICATED  SHAMPOO 

a  hair  health  shampoo  free  of  all  harsh  antiseptics. 
Based  entirely  on  the  Pure  Natural  Oils  of  the 
Pine  and  Ti-Trees  is  delightful  to  use  and  assures 
a  clean  healthy  scalp. 

These  three  shampoos  are  in  double  sachets  giving  sufficient 
for  2  complete  shampoos.  Smart  and  colourful  pack. 

Price  3/10  doz.  plus  Hid.  P.T.  retail  7d.  each. 
From  May,  Roberts,  Sangers  or  your  usual  wholesaler  or  direct 

B.  N.  FURMAN  (Productions)  LTD., 

133  Fonthill  Road,  N.4 


Have 
you 

ordered 
your 


SANGRAL 

TEN-DAY  FERTILISER 

"A  BEST  SELLING  LINE 
EVERY  SEASON!" 

Send  today  for  Price  list  and  terms 
A  PRODUCT  OF 

LASCO  LTD.,  CARRUTHERS  STREET,  LIVERPOOL 
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SURGICAL 
ELASTIC 
HOSIERY 

To  N.H.S.  Specification 


ALSO  IN  NYLON 


SELF  MEASUREMENT  FORMS 


"MADE  TO  MEASURE" 
hosiery,   usually  despatched 
same  day  as  receipt  of  order. 


/t*vc6t&&  tmd&ttfa  AtccJuny 


WOOD,  BASTOW  (elastics)  LTD 


Dove     Green,     Selston,     Notts.  Telephone:     Pinxton  474/S/6 

and    at    Victoria    Road,    Pinxton,    Derbyshire.        Telephone:   Pinxton  508 
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Traditional- 

Solazz' 

m 


uoricc 


Loosens  phlegm, 
soothes  bronchitis  and  asthma,  prevents 
infection  of  the  air  passages  (smog  and 
smoke).  A  modern  medicament  in  digestive 
disorders  and  gastric  ulcers. 
MADE  FROM  PURE  CALABRIAN  LIQUORICE  ROOT 
Can  be  obtained  from  all  wholesalers 


i 


MAWKEJtU-Cp 

120  PENTONVILLE  RD,  LONDON  N  I 


NATUR-L-MEMTHOL 


ESKIMO  BRAND B.P..U.S.P. 

made  of 

PEPPERMINT  -  OIL 

Favourable  prices  —  write  for  samples 
REPRESENTATIVES  WANTED 


konzentra  huberttimm 


HAMBURG  39 


GRANOSE  rolls 


— " — 


Have  you  adequate  stocks 
of  these  popular  rolls  ? 
Demand  is  growing  and,  on  terms  of  25%  or 
more,  they  make  a  most  profitable  line. 

GRANOSE  FOODS  LTD. 

STANBOROUGH  PARK,  WATFORD,  HERTFORDSHIRE. 


All  year  through 
they'll  come  to  you 
for  VICTORY 
favourites! 


yictmiy 
Victom 

jii.lv  babies 


chiswick  i44i  DALES  PHARMACEUTICALS  LTD.  steeton  3222 

POWER  RD.,  CHISWICK,  W.4.  STEETON,  KEIGHLEY,  YORKS 

INTRODUCE 

"TYORDAC" 

The  Chewing  Gum  Antibiotic  Pastille  containing  Tyrothricin  S  mgm. 
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The  modern  weigh  is 


sell  a  MAY  FAIR  every  day 

THE  "MAYFAIR"  PERSONAL  WEIGHER 
No.  206  is  a  good  looking,  efficient,  economically 
priced  weighing  machine.  Available  in  various 
attractive  colours— white,  powder  blue,  April 
pink,  spring  green  or  pale  primrose.  It  is  the 
ideal  machine  for  regular  weighing  in  the 
privacy  of  one's  own  home.  The  "Mayfair" 
is  being  backed  by  regular  advertising  in 
the  national  Women's  journals  and  T.V. 
STOCK  and  SELL  the  "Mayfair"— NOW  ! 
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CHEMISTaZDRUGGIST 

CLASSIFIED  ADVERTISEMENTS 


Address  Box  Number  Replies  to  : 


Telephone:  CENtral  6S6S 
THE  CH€M1ST  AND  DRUGGIST,  28  ESSEX  ST.,  STRAND,  LONDON,  W.C2 


Specially  spaced  Advertisements,  including: — Public  and  Legal  Notices.  Sale  by  Auction,  Appointments,  Contract  Work,  Patents,  Partner- 
ships. 20/-  per  i  inch  minimum  and  pro  rata.  Box  2/-.  Clearances  and  Wants,  Businesses  for  Disposal  and  Wanted  Premises,  Agents 
Wanted,  Agencies  Wanted,  Miscellaneous,  20/-  for  36  words  minimum;  then  6d.  per  word.  Box  2/-.  Situations  Vacant,  15/-  for  36 
words  minimum,  then  6d.  per  word.  Box  2/-.  Situations  Wanted.  4/-  for  18  words  minimum  then  3d.  per  word  Box  1/-. 
Specially   displayed    advertisements   with    rule   all    round.    50/-    per    inch  minimum. 

iiiiiiiiiiiiiiiiiiiiiiuiiiijiiiiiiii 


ORRIDGE  &  COMPANY 


lllllllillll! 

184   STRAND,   W.C.2  1 

Tel:  TEMple  Bar  9212/3  &  6340  |§ 

|    CHEMtSTT   BUSINESS  TRANSFER   AGENTS  AND  VALUERS  WHOLESALE  AND  RETAIL  % 

|    BRANCHES:  BIRMINGHAM  •  SOUTHAMPTON     LIVERPOOL    SHEFFIELD  •  CARDIFF  1 

■  ■    ■   - :  : 


PREMISES  FOR  SALE 

FAKENHAM,  NORFOLK.  Old-established  dis- 
pensing chemists,  turnover  £11,000  plus,  first- 
class  site  in  centre  of  town,  for  sale  as  going 
concern.  Freehold  three-story  building  in- 
cludes living  accommodation.  Apply  Long  & 
Beck,  Fakenham  2231.  C  2756 


BUSINESSES  FOR  DISPOSAL 

YORKSHIRE,  Coast  resort.— Large  sales  shop, 
dispensary,  excellent  living  accommodation, 
adjacent  sea  front.  Well-established  all  year 
trade  with  good  N.H.S.  plus  large  summer 
seasonal  extras.  S.A.V.  approximately  £1.400, 
goodwill,  fixtures,  £2,500,  new  lease  at  £260 
p.a. — Details  Hartley.  Wilkinson  &  Co.,  Char- 
tered Accountants,  32  Quay  Road,  Bridlington. 

C  2771 


APPOINTMENTS 

BOTLEYS  PARK  HOSPITAL, 
CHERTSEY 

Assistant-in-Dispensing 

required  to  assist  Chief  Pharmacist  in  pleasant 
easily  run  department.  Whitley  Council  scale 
applies,  i.e.,  £225  p.a.  at  18  to  £585  p.a.  Appli- 
cations to  Physician  Superintendent.       C  5207 


BURTON-ON-TRENT  HOSPITAL 
MANAGEMENT  COMMITTEE, 
ST.  MATTHEW'S  HOSPITAL, 
BURNTWOOD,  LICHFIELD 
(1,300  Psychiatric  Beds) 

Chief  Pharmacist 

Applications  are  invited  for  the  above  post 
(Category  II).  Salary  £755— £1,030,  according 
to  previous  experience  and  service. 
Full  particulars  and  names  of  two  referees  to 
GROUP  SECRETARY,  GENERAL  HOS- 
PITAL, BURTON-ON-TRENT,  immediately. 

C  5226 


CENTRAL  GROUP  HOSPITAL 
MANAGEMENT  COMMITTEE 

Locum  Pharmacist 

for  holiday  relief  duties  with  this  group.  Salary 
up  to  18  gns.  Apply  to  Chief  Pharmacist, 
Bethnal  Green  Hospital,  Cambridge  Heath 
Road,  London,  E.2.  C  519 


DORSET  COUNTY  HOSPITAL, 
DORCHESTER 

Pharmacist 

required  25th  April.  Whitley  Council  salary 
scale  and  conditions  of  service:  £605  to  £815 
per  annum. 

Applications  stating  age,  qualifications,  and 
experience,  and  names  of  two  referees,  to 
Group  Secretary,  West  Dorset  H.M.C.,  Darners 
Road,  Dorchester,  by  16th  March.  C  5224 


GUY'S  HOSPITAL, 
LONDON,  S.E.1 

Locum  Pharmacist 

required  for  several  periods  of  three  weeks 
each  between  May  2  and  September  30.  Salary 
£18  18s.  per  week.  Alternatively  a  continuous 
appointment  from  May  to  September  at  £16  16s. 
per  week  would  be  considered.  Applications, 
in  writing,  to  Chief  Pharmacist,  Guy's  Hospital. 
S.E.1.  C  518 


MOORFIELDS  EYE  HOSPITAL 

Assistant  -  in  -  Dispensing 

required  for  duty  at  High  Holborn  Branch. 
Salary  in  accordance  with  Whitley  Council 
scale,  plus  London  Weighting.  Applications  to 
the  Chief  Pharmacist,  Moorfields  Eye  Hospital, 
City  Road,  London,  E.C.I.  C  5232 


NORTH  WIRRAL  HOSPITAL 
MANAGEMENT  COMMITTEE 
Pharmacist 

Full-time.  Terms  and  conditions  of  service  in 
accordance  with  the  recommendations  of  the 
Pharmaceutical  Whitley  Council.  Applications 
with  full  details  of  age,'  experience,  etc.,  with 
names  and  addresses  of  two  persons  for  refer- 
ence to  Administrative  Officer,  Victoria  Central 
Hospital  Surgical  Unit.  Liscard  Road,  Walla- 
sey. C  5234 


ROYAL  FREE  HOSPITAL 

Pharmacist 

Applications  are  invited  for  the  above  post  at 
this  Hospital.  Salary  in  accordance  with  the 
Whitley  Council  scale  with  extra  pay  for  even- 
ing clinics.  Applications,  with  names  of  two 
referees,  should  be  addressed  to  the  Chief 
Pharmacist,  Royal  Free  Hospital,  Gray's  Inn 
Road,  W.C.I.  C5155 


SHREWSBURY  GROUP 
HOSPITAL 
MANAGEMENT  COMMITTEE 

Pharmacist 

required  for  duties  at  the  Royal  Salop  Infirm- 
ary, Shrewsbury,  and  other  Group  Hospitals. 
Vacancy  for  Post-graduate  Apprentice  at  Royal 
Salop  Infirmary.  Whitley  Council  scales.  Apply 
in  writing  to  Group  Secretary,  Copthorne  Hos- 
pital, Shrewsbury. 

I.  P.  MALLETT, 
Group  Secretary. 

C  5242 


ST.  ALBANS  HOSPITAL 
(394  beds) 
NORMANDY  ROAD, 
ST.  ALBANS,  HERTS 

Senior  Pharmacist  (Category  III) 

A  vacancy  will  occur  on  1st  April,  1960,  at 
the  above  general  hospital  within  easy  reach 
of  Central  London.  An  opportunity  will  exist 
to  help  in  the  development  of  the  pharma- 
ceutical department  of  the  new  Welwyn/  Hat- 
field Hospital  and  there  may  also  be  prospects 
of  promotion  in  the  future.  Whitley  Council 
salary  and  conditions. 

Applications  stating  age,  qualifications  and  ex- 
perience, together  with  the  names  of  two 
referees,  to  the  Chief  Pharmacist.  C  514 


THE  ROYAL  INFIRMARY  OF 
EDINBURGH  AND  ASSOCIATED 
HOSPITALS 
(1,452  beds) 

Pharmacist 

Salary  £605  to  £815  per  annum.  Applications  are 
invited  for  the  above  post  and  candidates 
should  state  age,  qualifications  and  experience, 
together  with  the  names  of  two  employer 
referees.  Please  apply  in  writing  to  the  Person- 
nel Officer,  Royal  fnfirmary,  Edinburgh,  3. 

C  5205 


ERNEST  J.  GEORGE  &  CO. 

329  HIGH  HOLBORN.  LONDON  W.C.I.  T«iepho„.:  holborn  7«*/7 

Professional  Valuers  to  the  Pharmaceutical  Trade. —  Wholesale.  Retail  and 
Hospital  Stocks.  Branches  throughout  England  and  Scotland. 
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Appointments — Continued 

WEST  PARK  HOSPITAL, 
EPSOM,  SURREY 

Assistant-  in-  Dispensing 

(with  Apothecaries'  Hall  Certificate)  required 
in  active  psychiatric  hospital.  Salary  and  con- 
ditions of  service  in  accordance  with  National 
Health  Service  Regulations.  Applications  with 
the  names  of  two  referees  should  be  sent  as 
soon  as  possible  to  the  Group  Secretary,  who 
will  be  pleased  to  provide  further  information 
on  request.  C  5227 


EDUCATIONAL 

APOTHECARIES'  HALL  CERTIFICATE.  The 

City  Medical  Correspondence  College  specialises 
in  postal  tuition  for  this  examination.  We  aim 
to  make  every  chemists'  assistant  into  a  capable 
dispenser.  Fee  £5  5s.  inclusive.  Write  to  the 
Registrar,  56  Cannon  Street,  E.C.4.  Telephone: 
CITy  1930.  C2776 

BRADFORD  INSTITUTE  OF 
TECHNOLOGY 

Principal : 

E.  G.  Edwards,  Ph.D.,  B.Sc,  F.R.I.C. 

Applications  are  invited  for  the  post  of 
Senior  Lecturer  in  Pharmacology 
Applicants  should  be  qualified  to  direct  research 
and  to  teach  to  honours  degree  level.  Industrial 
experience  would  be  an  advantage. 
Successful   candidates   will   be  given  adequate 
facilities   to    undertake   research    and  suitable 
technical  assistance  and  equipment  is  available. 
Senior   members   of    staff    are   encouraged  to 
undertake  consultant  work  in  industry  and  may 
retain  fees  paid  for  such  work. 
Salary  Scale,  £1,550  to  £1,750  per  annum. 
Previous  industrial  or  research  experience  at  a 
suitable  level  will  be  taken  into  account  in 
fixing  the  commencing  salary. 
Further  particulars  and  forms  of  application 
may  be  obtained  from  the  Registrar.  Bradford 
Institute  of  Technology,  Bradford,  7. 

HENRY  PATTEN, 

Clerk  of  the  Governors. 

C  5236 


SITUATIONS  VACANT 
RETAIL  (HOME) 

CROYDON  AREA.  Lady  dispenser  required, 
either  full  or  part-time,  for  family  pharmacy. 
Must  be  experienced  and  able  to  work  with 
other  staff.  Please  give  full  details  of  age,  salary 
required,  etc..  to  Arnold  M.  Gee,  Ltd.,  39 
High  Street,  Thornton  Heath.  Surrey.  C  2788 
GLOUCESTER.  Qualified  assistant  required 
for  busy  dispensary.  Wide  experience  available 
and  every  facility  given  to  a  young  person 
wishing  to  gain  experience  in  ordering  and 
general  management.  Experienced  staff.  Plenty 
of  scope  for  ambitious  man  or  lady  pharmacist. 
Apply:  W.  H.  Hampton,  Ltd.,  47  Northgate 
Street.  C  2783 

OLDHAM  CO-OPERATIVE  CHEMISTS, 
LTD.,  invite  applications  for  the  position  of 
pharmacy  branch  manager,  either  sex.  Modern 
accommodation  available  if  necessary.  Super- 
annuation. Salary  and  other  emoluments  at  least 
£960.  Applications  giving  age,  experience,  etc., 
to  Oldham  Co-operative  Chemists,  Ltd.,  King 
Street,  Oldham.  C  454 

PHARMACIST  (male)  to  take  charge  of  dis- 
pensary, in  a  well-established  business.  Busy 
border  town  (S.E.  Scotland)  with  a  view  of 
taking  over  business  in  a  few  years.  (Fullest 
details.)  Box  C  2753. 

SALISBURY.  Pharmacist  (lady  or  gentleman) 
to  take  charge  of  dispensary  in  modern  phar- 
macy. Suitable  applicant  will  be  offered  man- 
agership of  excellent  branch  in  near  future. 
Hours,  9 — 6,  Wednesdays  1  p.m.  Rota  6 — 7 
about  six  weeks  per  year.  Good  salary.  Small 
unfurnished  flat  if  required.  Three  weeks' 
holiday.  Rowland  Thursby,  38  High  Street, 
Salisbury.  C  2787 

SURREY.  Manager  to  assist  proprietor  who 
wishes  to  have  more  free  time.  Staff  of  nine, 
high-class  private  pharmacy.  Hours  9-6.  Three 
weeks'  holiday.  Superannuation.  Salary  £1,100- 
£1,250  and  commission.  Write  or  telephone. 
Davis  &  Davis,  Chemists  (Maiden),  Limited,  78 
Maiden  Road,   New  Maiden.  MAL.  0581. 


OPPORTUNITIES  OVERSEAS 
WITH  M  &  B 

MAY  &  BAKER,  LTD.,  Dagenham,  Essex,  offer  appointments  to  well 
qualified  peisonnel  keen  to  follow  a  commercial  career  overseas.  Appli- 
cants will  preferably  be  single  and  within  the  age  group  25-32.  The 
positions  will  appeal  to  pharmacists — or  those  having  sound  pharmaceu- 
tical background  or  to  graduates  in  Natural  Science.  Immediate  oppor- 
tunities exist  in  both  West  and  Central  Africa.  The  duties  will  initially 
be  those  of  touring  representatives  promoting  the  Company's  well-known 
products  to  the  medical,  veterinary  and  allied  professions  as  well  as  to 
trade.  There  will  be  good  opportunities  for  promotion  within  the  organ- 
isation and  remuneration  will  be  consistent  with  the  high  educational 
standards  and  personal  qualities  required.  Full  training  will  be  pro- 
vided in  the  United  Kingdom.  The  Company  operates  a  pension  fund 
and  life  assurance  scheme.  Apply  initially  in  writing,  giving  full  details 
of  education  and  experience,  to  the  Personnel  Officer,  quoting  Reference 
No.  51/60. 

  C  5215 


RETAIL  (OVERSEAS) 

QUALIFIED  CHEMIST  required  for  retail 
pharmacy  in  Southern  Rhodesia.  Salary  to  com- 
mence £100  per  month.  One  calendar  month's 
leave  each  year  accumulated  if  desired  up  to 
three  years.  Interviewing  will  be  arranged  second 
week  in  March.  Write:  Chemist,  c/o  Warden 
&  Hotchkiss,  Ltd.,  41  Clement  Street,  Birming- 
ham. 1.  C500 


WHOLESALE 

ABBOTT  LABORATORIES,  LTD.,  wish  to 
appoint  a  deputy  to  the  manager  of  the  phar- 
maceutical development  laboratory  concerned 
with  the  formulation  of  new  products.  The 
candidate  should  possess  a  pharmaceutical 
qualification  and  have  had  experience  in  pro- 
duction or  preferably  development  work.  The 
position  offers  excellent  prospects  to  the  right 
person  and  the  company  have  many  employ- 
ment benefits.  The  appointment  will  be  in  the 
North-east  until  the  end  of  1961  when  all 
activities  of  the  company  will  be  transferred  to 
new  laboratories  in  Kent.  Please  apply,  giving 
full  details  of  age,  education  and  career  to  date, 
to  the  Secretary,  Reference  H.L.,  Abbott  Lab- 
oratories. Ltd.,  Bede  Trading  Estate,  Jarrow- 
upon-Tyne,  co.  Durham.  C  2730 

REPRESENTATIVE  REQUIRED  by  well- 
known  manufacturing  company  to  further  de- 
velop the  sales  of  nationally  advertised  nursery 
products  to  chemists,  hospitals,  infant  welfare 
centres,  etc.  Commencing  salary  including  com- 
mission approximately  £750  p.a.  Full  expenses 
and  car  provided.  Applications  invited  from 
personable  men  age  25-40  with  successful  selling 
experience  in  the  above  fields.  Must  be  resident 
in  London  but  willing  to  travel  except  week 
ends.  Write  Box  C  5241. 

PHARMACEUTICAL    PROCESS  WORKER. 

Experienced,  required  by  manufacturing  chem- 
ists, making  a  wide  range  of  ointments,  creams 
and  galenicals.  Own  canteen,  overalls  provided. 
Five-day  week.  Applv  Robert  Blackie,  Ltd..  25 
Pomeroy  Street,  New  Cross,  S.E. 14.      C  5240 

STOCKTAKER  (resident  in  London  area)  with 
some  retail  or  wholesale  experience  (not 
necessarily  in  stocktaking  itself)  required  by 
well-known  firm  of  professional  Valuers;  good 
basic  salary  which  will  be  supplemented  by  a 
bonus.  The  position  also  offers  excellent  pros- 
pects in  return  for  efficient  service.  Please 
write,  initially,  under  guaranteed  assurance  of 
confidence,  with  brief  details  of  career  to  date 
and  stating  present  salary  to  Box  C  505. 
ADVERTISING  Representative  required  by 
Perfumery  and  Essential  Oil  Record  to  contact 
existing  and  potential  advertisers.  Knowledge 
of  chemistry  an  advantage.  Good  salary,  com- 
mission, expenses,  etc.  Reply  with  details  of 
past  experience  to  The  Editor,  Diana  House, 
33/34  Chiswell  Street,  E.C.I.  C  5222 

AGENT  already  calling  on  Chemists  (wholesale 
or  retail),  required  to  sell  well  known  medical 
lamps.  Please  state  experience.  Box  C  2775. 


APPLICATIONS  invited  for  post  of  representa- 
tive. Raimes  &  Co.,  Ltd.,  "  Micklegate 
House,"  York  (Wholesale  Chemists).  Territory: 
West  Riding  of  Yorkshire  and  Central  Lanca- 
shire. Preference  given  to  men  with  wholesale 
or  retail  pharmaceutical  experience.  Permanent 
appointment.  Salary,  commission,  expenses,  car. 
Details  of  age,  sales  experience,  present  salary, 
to  Sales  Director  at  the  above  address.  C  5228 

A  VACANCY  will  occur  for  a  young  pharma- 
cist in  the  processing  department  of  manufac- 
turing chemists  in  the  Manchester  area.  Varied 
and  interesting  work  with  good  prospects  for 
suitable  applicant.  Post-graduate  students  will 
be  considered.  Apply:  Technical  Director  Box 
C  2754. 

EXCELLENT  OPPORTUNITY  offered  to  sales- 
man with  experience  of  calling  on  Department 
Stores  and  Retail  Chemists.  Preference  given 
to  applicants  with  cosmetic  experience.  Per- 
manent, pensionable  position,  with  excellent 
salary  plus  incentive  plan,  company  car  and 
expenses.  Present  staff  have  been  advised  of  this 
vacancy.  Area  vacant,  Lancashire  and  Cheshire. 
Full  details  to  Box  C  5243. 

EXPERIENCED  REPRESENTATIVE  required 
to  further  increase  established  turnover  in 
South  of  England.  Live  accounts  and  proof  of 
ability  to  sell  pharmaceutical  preparations  to 
retail  chemists  are  essential.  Remuneration 
would  be  on  salary  and  commission  basis  with 
expenses.  Pension  facilities.  Apply  giving  fullest 
details  and  stating  age  to  Box  C  5201. 

EXTRA  £10-15  p.w.  for  free-lance  represen- 
tative with  own  car  in  West  Country,  taking 
over  existing  customers.  Ample  scope  for  ex- 
pansion. Box  C  2784. 

PEARL  COATER  required,  also  to  assist  in 
factory.  Hours  8.30  a.m.  to  5  p.m.  No  Satur- 
days. Apply  to:  George  Eade,  Ltd.,  232  Gos- 
well  Road,  London,  E.C.I.  C4.17 


PARKE,  DAVIS  &  COMPANY 

Invite  applications  from  pharmacists 
for  a  junior  executive  position  in  their 
pharmaceutical  manufacturing  division. 
The  position  involves  the  supervision 
of  groups  of  process  workers  and  offers 
an  opportunity  to  gain  wide  experience 
in  modern  large-scale  production 
methods.  Some  experience  of  tablet 
compressing  and  coating  whilst  desir- 
able is  not  essential. 

The   terms    of   employment   with  the 
Company  are  attractive  and  include  a 
generous  salary,  pension  and  life  assur- 
ance plan,  and  a  five-day  week. 
Please  apply  in  writing  to: 
Personnel  Manager, 
Parke,  Davis  &  Company, 
Staines  Road, 
Hounslovt,  Middlesex. 

C  5190 
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SALES  MANAGER 

Our  Sales  Director  will  shortly  appoint  a 
Sales  Manager,  with  responsibility  for  hand- 
ling our  extensive  range  of  pharmaceuticals 
and  chemists'  sundries  through  nation  wide 
retail  outlets. 

Knowledge  and  experience  of  using 
modern  marketing  techniques,  and  of 
administering  a  sales  force  of  about  50 
representatives,  are  essential. 

Successful  Sales  Managers  with  good 
education  and  the  appropriate  knowledge 
and  experience  are  invited  to  send  us,  in 
confidence,  full  details  of  themselves  and  the 
posts  they  have  held. 

The  work  is  centred  on  our  factory  in 
North  London  and  the  post  carries  a  satis- 
fying salary  with  pension  arrangements  and 
a  car. 

Applications  should  be  sent  to: 
Mr.  D.  J.  Maw, 
S.  Maw  Son  &  Sons,  Limited, 
Aldersgate  House, 
Barnet,  Herts. 

C  5230 


Keep  your 

TABLET 
CARTONS 

tidy 

★ 

SIZES  2,  3,  4,  5 
now  supplied  in 

RIGID  BOXES 
containing  1000 
cartons 

by 

SUTTLEY  &  SILVERLOCK 

ANDOVER,  HANTS 
TEL.  2234 


Situations  Vacant— Continued 

PHARMACEUTICAL  and/or  Cosmetics  pro- 
ducts. Advertiser  wishing  to  start  new  business 
North-east  Coast  requires  Chemist  with  experi- 
ence of  producing  and  to  manage.  Investment 
and  Directorship  available  to  go-ahead  person 
with  ideas.  Box  C  2761. 

REPRESENTATIVE  FOR  NORTHERN  IRE- 
LAND. A  leading  company  of  distributors 
marketing  advertised  pharmaceutical  and  toilet 
products  requires  an  experienced  representative, 
resident  on  the  territory,  to  maintain  and 
develop  a  well  established  connection  in  the 
pharmaceutical  field.  Remuneration  by  salary, 
expenses  and  bonus.  Non-contributory  pension 
scheme.  A  company  car  is  provided.  Full  par- 
ticulars of  experience,  salary  required  and  age 
to  Box  C  5184. 


WORKS  MANAGER  required  by  fine  chemi- 
cal manufacturing  company  in  Home  Counties, 
B.Sc.  hons.  or  equivalent  degree  with  some 
years'  experience  in  factory.  Starting  salary 
not  less  than  £1,300  per  annum.  Pension  fund 
and  profit-sharing  scheme  in  operation.  This  is 
a  company  with  many  ideas  for  future  develop- 
ment and  the  successful  applicant  will  be  ex- 
pected to  shoulder  responsibility  and  to  co- 
operate fully  with  the  company's  consultants 
and  to  be  able  by  his  efforts  to  ensure  his 
income  keeps  pace  with  the  company's  future 
growth.  Youth  is  not  a  liability.  All  replies 
confidentially  to  Managing  Director.  Box 
C  5233. 


YOUNG  graduate  chemist  required  by  manu- 
facturers of  toilet  preparations  as  assistant  to 
the  Works  Director.  Box  C  5231. 

TWO  FIRST-CLASS  SALES  representatives 
required  (aged  30  to  40):  one  for  the  territory 
covering  the  counties  of  Norfolk,  Suffolk, 
Huntingdon  and  Cambridge,  the  Isle  of  Ely, 
and  the  county  of  Essex  excluding  Greater 
London  postal  districts,  and  one  to  cover  East 
and  West  London,  City,  East  and  West  central 
and  Middlesex,  by  well-known  manufacturers 
offering  a  wide  range  of  products  to  wholesale 
and  retail  chemists,  hardware  dealers,  iron- 
mongers and  retail  stores.  Adequate  advertising 
support  is  given  to  these  lines,  and  good  oppor- 
tunities are  offered  to  hardworking,  conscienti- 
ous salesmen  (resident  within  the  respective 
areas),  to  increase  turnover  on  existing  accounts. 
Remuneration  is  by  way  of  salary,  commission 
and  expenses.  Car  essential,  for  which  allow- 
ance will  be  paid.  Contributory  superannuation 
scheme  in  force.  Write  giving  fullest  details  and 
past  record  in  confidence  to  Box  C  5238. 


MILES  LABORATORIES,  LTD., 
Bridgend  Industrial  Estate,  Glamorgan, 

manufacturers  of 
ALKA-SELTZER 

and  a  range  of  ethical  diagnostic  pro- 
ducts, invite  applications  from  male 
graduate  chemists  or  pharmacists,  under 
30,  for  a  post  in  their  Control  Labora- 
tory. 

The  successful  applicant  will  be  expected 
to  collaborate  on  the  Product  Develop- 
ment programme.  The  position  is  per- 
manent and  progressive,  and  the  com- 
pany operates  a  Life  Assurance  and 
Pension  Scheme. 

Full  particulars  to  the  Personnel  Officer. 

C  5235 


AGENT  required  by  well-known  manufacturers 
of  polythene  bottles  and  containers  to  cover 
the  Midland  area.  Previous  contact  with  whole- 
sale chemists  and  hairdressers,  etc.,  preferred, 
but  not  essential.    Apply  Box  C  5237. 


AGENTS  WANTED.  London  and  Home 
Counties,  South  Coast,  East  Coast,  West 
Country.  Established  connections.  Good-class 
photographic  chemists.  New  and  already  fast 
selling  photo  lines.  Excellent  commission. 
Please  supply  details  other  lines  carried  and 
territory.    Box  C  2773. 

FIRST-CLASS  AGENTS  required  for  nation- 
ally advertised  baby  line,  with  progressively 
increasing  turnover.  Please  indicate  lines  carried 
and  area  covered.   Box  C  5239. 


SITUATIONS  WANTED 
WHOLESALE 

ASSIDUOUS  executive,  44,  "  job  trained  "  in 
chemical  production;  U.S.A.  scholarship 
holder;  successful  sales  and  secretariat  record. 
Access  to  London  and  Overseas  markets  pre- 
ferred. Languages.  Write  Box  C  2778. 

ADVERTISING:  Freelance  copywriter  of  out- 
standing creative  ability  can  accept  further  work 
of  a  medical  and  chemical  nature.  Box  C  2731. 

REPRESENTATIVE  calling  on  hospitals,  chem- 
ists. South  Coast  area,  requires  additional 
lines.   Box  C  2782. 

REPRESENTATIVE  covering  Lancashire  and 
Cheshire  seeks  post  with  established  cosmetic 
house.  Salary  or  commission  basis.  Sound  con- 
nection chemists,  stores,  etc.  Box  C  2772. 

WHOLESALE/RETAIL,  nearly  forty  years  of 
management,  home  and  abroad,  private  and 
multiple.  Preferably  London,  S.E.  England. 
Box  C  2757. 

YORKSHIRE  area,  energetic  salesman,  own 
car,  large  live  connection  wholesale,  co-ops  and 
retail,  open  to  represent  reputable  company. 
Commission  only  terms  considered.  Box  C  2693. 


PATENTEE  of  entirely  new  toilet  requisite 
which  will  have  immediate  sale  with  chemists 
and  hairdressers  desires  contact  with  manufac- 
turers with  view  to  marketing  same.  Box 
C  2779. 


GALE,  BAISS  &  CO.,  LTD., 
ILDERTON  ROAD,  S.E.15 
Lady  Supervisor  for  Ampoule  Depart- 
ment.     Experience  of  this  work  pre- 
ferred,  but   competent   person  experi- 
enced   in    packaging    and    ability  to 
control  staff  are  essential  requirements. 
Pharmaceutical   Process  Workers  with 
good  experience  of  trade. 
Applications     are    invited     for  these 
vacancies.  Ages  are  immaterial  as  gen- 
eral experience  is  the  principal  factor. 
Please  apply  in  writing  giving  details  of 
experience  and  salary  required  to  the 
Secretary.  C  5223 


AGENTS  WANTED  BUSINESS  OPPORTUNITIES 
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ASSOCIATION  OF  BRITISH  PHARMACEUTICAL 

INDUSTRY 

INVITES  APPLICATIONS  FOR 
TWO  RESPONSIBLE,  INTERESTING  AND  PROGRESSIVE  POSTS 

ASSISTANT  SECRETARY.  Pharmacist  required  to  act  as  Secretary  of  Committees 
and  to  deal  with  correspondence.  Applicants  should  have  had  practical  experience 
in  the  pharmaceutical  industry  or  profession.  Proved  administrative  and  literary 
ability  essential. 

INTELLIGENCE  OFFICER.  Duties  will  include  the  collection  and  presentation 
of  statistical  and  economic  information  about  the  pharmaceutical  industry  and  the 
National  Health  Service.  Applicants  should  have  a  knowledge  of  statistical  method 
and  an  analytical  mind.  A  degree  or  diploma  in  pharmacy  or  economics,  or  ex- 
perience in  a  pharmaceutical  market  information  department,  would  be  an  advantage. 

Good  starting  salaries  will  be  offered  for  both  posts  with  opportunities 
for  increases  according  to  merit.  No  age  limits.  Contributory  Pension 
Scheme. 

APPLICATIONS,  WITH  FULL  RELEVANT  DETAILS,  SHOULD  BE  MARKED  "CONFIDENTIAL"  AND 
ADDRESSED    TO   THE    SECRETARY,  A.B.P.I.,    TAVISTOCK    HOUSE    SOUTH,   TAVISTOCK  SQUARE,    LONDON,  W.C.I 

C  2781 


LEWIS  &  BURROWS  Ltd. 

offer 

A  SECURE,  PROGRESSIVE  CAREER  IN  RETAIL  PHARMACY 

As  part  of  a  major  expansion  programme  this  established 
retail  organisation  is  now  opening  additional  branches  and 
modernising  existing  ones. 

PHARMACISTS  are  required  as  BRANCH  MANAGERS 

in  London  and  the  Greater  London  areas;  the  appointments  are  permanent  and 
progressive  with  excellent  opportunities  for  advancement.  Adequate  supporting 

staff  is  available. 


Starting  salaries  will  be  above  average  and  in  relation  to  ability  and 
experience;  there  will  be  a  Pension  Scheme;  an  Incentive  Scheme 
allowing  Managers  to  participate  in  their  Branch  Results,  and  three 
weeks  paid  holiday  annually.  A  limited  amount  of  residential  accommo- 
dation will  be  available. 


APPLICATIONS^ IN  COMPLETE  CONFIDENCE  AND  DETAILING  EXPERIENCE  SHOULD  BE  ADDRESSED 
TO  THE   MANAGING  DIRECTOR,  LEWIS  AND  BURROWS  LIMITED,  146,  HOLBORN,  LONDON,  E.C.I. 

C5209 
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Business  Opportunities — Con  tinued 

A  BARGAIN.  —  £25  complete,  BRAND  NEW 
READY-MADE  COMPANY  REGISTRA- 
TIONS. GUARANTEED  NO  TRADING 
(England  and/or  Scotland),  all  trades  available 
now,  including  Chemists;  Fancy  Goods;  Photo- 
graphy; Investment:  General  Merchants  and 
all  other  trades.  Write,  phone  or  call  (for 
English  Registrations) — Business  Economv  Co., 
Regns.,  Ltd.  (Dept.  T/9),  156  Strand.  Lon- 
don, W.C.2.  (Tern.  8377/2294);  (for  Scottish 
Registrations)  to  19  Walker  Street,  Edinburgh. 
3.  (Cal.  1167/9);  Read  "  Advantages  of  Trad- 
ing as  a  Limited  Company  "  (3/-  post  free); 
Ltd.  Co.  may  save  you  tax.  We  also  have  seven 
day  Company  Registration  with  your  own 
choice  of  name,  twenty  guineas,  particulars  on 
application.  C  506 

SILICONE  Rubber  Bungs,  tubing,  sheet,  bottle 
cap  liners,  washers  and  mouldings  made  to 
specification.  Esco  (Rubber),  Ltd.,  34-36 
Somerford  Grove,  London,  N.16.  C  241 


WANTED 

URGENTLY  required  for  cash,  chemists'  sur- 
plus stocks,  bulk  or  part,  particularly  toilets, 
cosmetics,  sundries,  discontinued  manufacturers' 
lines  welcomed.  Films,  photographic  equipment, 
sunglasses,  binoculars,  electric  razors,  Christmas 
coffrets  and  fancy  goods,  etc.  Write  immedi- 
ately to  Box  C  521. 


SURPLUS  CAMERAS,  ENLARGERS, 
CINE  CAMERAS  &  PROIECTORS, 
PHOTOGRAPHIC  EQUIPMENT  OF 
EVERY  DESCRIPTION,  SURPLUS 
AND  OUTDATED  FILM  &  PAPER, 
LARGE  OR  SMALL  QUANTITIES. 
Phone,  write  or  call:  — 
SPEARS 

(Dept.  D.),  Watling  Street,  Shudehill, 
Manchester. 

Phone;  Deansgate  7705  (3  lines) 
Bankers:  Midland  Bank,  Ltd. 

C438 


COLLOID  MILL,  model  3000  required.  Must 
be  in  good  condition.  Box  C  2774. 
WE  WILL  PURCHASE  for  cash  a  complete 
stock,  a  redundant  line,  including  finished  or 
partly  finished  goods,  packing  raw  materials, 
etc.  No  quantity  too  large.  Our  representative 
will  call  anywhere.  Write  or  telephone:  — 
Lawrence  Edwards  &  Co.,  Ltd.,  6/7  Welling- 
ton Close,  Ledbury  Road,  London,  W.ll. 
Tel. :  Bayswater  4020  and  7692.  C  140 


MISCELLANEOUS  SALES 

WINK  WORTH  bronze  double-arm  mixer, 
hand  tipping,  motor-driven.  Morton  14-gal. 
tilting  whisk,  water-jacketed.  Pascall  pin-disc 
grinding  mill,  stand.  Wilkinson  tablet  press. 
Carton  filling  machine.  Welding,  Saxone 
Buildings,  Tarleton  Street,  Liverpool.      C  2780 


For  RELIABLE  VENDING  —  The 
AUTOMATic  Choice  ...  3  years' 
guarantee  on  every  type  of  vending 
machine.  Buy  it,  rent  it,  or  hire  pur- 
chase. Complete  service  after  sale. 
Automat  Machine  Sales,  Ltd.,  173 
Elmers  End  Road,  Beckenham,  Kent. 
BECKENHAM  8282  (5  lines).  C  494 


FILLING  MACHINE,  vacuum  operated,  for 
3  drachm  widemouth  bottle  conveyer  belt 
4/6  in.  wide  40  ft.  workbenches,  seats,  would 
consider  complete  small  bottling  unit.  Earex, 
Ltd.,  Tulketh  Street,  Southport.  C  5225 


PATENTS 

EXTREMELY  successful  Hair  Styling  Patent 
for  sale.  Present  distribution  is  through  chem- 
ists and  allied  trades.  Very  suitable  for  person 
or  company  with  existing  connection  in  this 
market.  Room  for  great  expansion.  Offered  at 
logical  price  including  patent  rights.  Selling 
purely  because  of  ill  health.  C  2785 


STOCKTAKING 

QUIET  AND  ACCURATE  workmanship. 
Over  30  years'  practical  experience.  Detailed 
inventories  supplied  to  suit  your  individual 
requirements.  Your  own  stock  sheets  priced. 
Terms  moderate.  C.  W.  Playfoot,  8  Aylward 
Road,  London,  S.W.20.  Phone:  Liberty  4104. 

CS20 

STOCKTAKING:  Experienced  persons  invited 
to  forward  applications  for  work  on  percentage 
basis.  State  area.  Smith  &  Warnes,  Ltd.,  10 
Station  Parade,  Balham,  S.W.12.  C  2786 


MISCELLANEOUS 

IMPORTERS  require  solid  desiccant  repacked 
from  bulk  into  2-  and  7-lb.  tins.  Repackers 
interested  should  write  to  Box  C  2777. 


— IMPORTANT 


Box  Office  numbersarc  inten- 
ded exclusively  for  specific 
answers  to  particular  ad- 
vertisements. Price  Lists, 
Trade  Circulars,  Samples 
and  Printed  Matter  cannot 
be  forwarded. 


FOR  YOUR  «C  &  D"  LIBRARY 


ESSENTIALS  OF  TREATMENT 

First  Edition 

First  appeared  as  articles  in  THE  CHEMIST  AND  DRUGGIST,  1952 
to  1955.  Reprinted  as  bound  volume  in  response  to  many  requests. 
Gives  information  on  the  most  modern  trends  in  the  treatment  of  diseases  of 
the  digestive  tract,  respiratory  system,  lungs,  liver,  kidneys,  thyroid,  heart, 
ear,  eye  and  skin.  A  guide  to  measures  against  burns  and  scalds,  allergies, 
infectious  diseases,  etc.  j  7S»  6(1* 

Postage  9d. 
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j§  ORIGINAL  HYPOTENSIVE  AGENT  » 

SS  •  Non-depressant  )£% 

XS  •  An  achievement  in  \S 

^  chemical  synthesis 

1  DECASERPYL  1 

\\  10-methoxydeserpidine  %% 


«  DOSAGE 

'''ty%tfy  Initially  30  mg.  daily  (6  tablets)  to  be  adjusted  up  to  60  mg. 

^%^"''  or  down  to  15  mg.  daily. 

%Sk  PACKING 


v. 


ROUKSEL 


Tablets  of  5  mg. 

Bottles  of  20    8/6d.  Basic  N.H.S.  Price 

Bottles  of  100    42/-d.  Basic  N.H.S.  Price 


LONDON,  H.W.I0 


^^^^^^^^^^^^^^^^^ 


Unlike  the  natural  Rauwolfia  alkaloids,  Decaserpyl  has 

'l^l^  a  Pure'y  hypotensive  action  :  it  is  free  from  a  depressant 

effect  on  the  central  nervous  system,  avoiding  mental 

depression,    drowsiness    and    fatigue.    Dosage  with 

Decaserpyl  can  thus  be  raised  to  effective  hypotensive 

levels.  It  produces  a  gradual  reduction  in  blood-pres- 
et^ 

j^kjl  sure;  thus  sudden  marked  hypotension  does  not  occur. 

Decaserpyl  is  non-toxic  and  non-cumulative,  even  in 
l\  %  the  presence  of  renal  insufficiency. 
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National  Advertising 
pushes  this  fast  seller 

all  the  time 


SOAP  SALES  GO  UP! 


and  you  make  3d  on  every  1  /3d  tablet 


mm 


L   ■ .. .......... ,/v 


fmu  ~~~ ,  g  ft 


RMA  BALM 


8d  on  every  2/2d  tube 
9d  on  every  2/6?d  jar 
l/3d  on  every  4/l|d  jar 
when  you  buy  a  £5  Os  Od  trade  value 
parcel.  On  an  £8  "IOs  Od  parcel  profits  are  even 
bigger.  These  parcels  can  contain  both  Valderma  Balm  and  Valderma  Soap. 


VALDERMA 

Antiseptic  Balm  and  Soap 


DAE  HEALTH  LABORATORIES  LIMITED 


1Y  BERNERS  STREET 


LONDON  W.1 


MUSEUM  9515 


